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Elder  Romney  to  speak 
at  today^s  Devotional 


Uward  honoring  President  Ernest  L. 
l(on  of  BYU  as  one  of  ten  in  the 
I named  ‘Business  Man  of  the  Year’ 
ented  in  Washington,  D.C.  late  last 


k Mfother,  Glen  Wilkinson  of 
lj|w4s^on,  D.C.,  accepted  the  award  for 
IpHrJnt  Wilkinson  who  returned  to  Utah 
of  the  death  of  his  son-in-law. 
rVJo|<night  Mangum  in  the  crash  of  a 
Air  West  plane  in  California  June  6. 
jvwards  are  given  annually  to  men 
made  an  outstanding  practical 
ition  of  the  principles  of  their 
$ heritage  in  their  business  lives  to 
hoi  leir  community,  their  country  or 
tiM  Bow  men. 

i ient  Wilkinson  was  named  winner  in 
thd  1 of  education. 

kM  F wing  is  the  statement  read  by  Glen 


►\ 


in  behalf  of  Dr.  Ernest  L. 

pt  this  award,  not  as  a tribute  to 
to  Brigham  Young  University,  of 
have  had  the  honor  to  be  President 
last  twenty  years.  As  the  largest 
schoid  in  the  country,  with  a 
body  of  25,000,  we  are  grateful 
have  had  no  dwturbances-our 
I come  to  learn,  not  to  riot.  They 
coiAom  over  2.100  high  schools  located 
»0  states  of  the  Union  and  in  65 
countries,  or  transfer  from  over 
ther  colleges  and  universities. 
Ko|  nting  over  35  different  faiths,  but 
larj  of  Mormon  extraction,  they  come 
Ittrg  rom  homes  of  religious  faith. 

religious  faith,  instead  of  being 
cutfide  during  their  acquisition  of  a 
education,  is  cultivated  by  the 
iment  on  our  campus  of  102  units 
af  '4‘iip.  known  as  wards  (the  equivalent 
af  fhes  in  other  churches).  We  do  not 
A'oi|ibout  any  generation  gap.  for  our 
is  filled  with  as  many  students  on 
as  any  day  of  the  week. 

Accomplish  our  objectives  by  having 
ill  faculty  who  are  dedicated  to 
;eaJ;  rather  than  spending  their  time 
lu-a  om  the  classroom  trying  to  reform 
wd  through  political  action.  We  believe 
■ha  students  arc  taught  correct 
Mil  as  they  will  govern  themselves. 

of  the  great  tragedies  in  education 
n t ouniry  is  that  institutions  of  higher 
ear  are  pricing  themselves  out  of  the 
11 II  ' Wc  intend  at  Brigham  Young  to 
••on  i to  help  as  many  young  people  as 
K'S(  get  a superb  college  education--if 
he> ' willing  to  work  for  it.  By  the  time 
It  I uation  75%  of  our  students  will 
i.ivJirked  a part  of  their  college  years, 
iheierefore  acquire  not  only  a college 
HiuM  but  the  habit  of  work,  which 
dotlin  make  an  education  operative, 
^.fhtiouble  with  many  young  people 
^ that  they  never  learn  to  work. 

irefore  repeal  that  I accept  this 
4$  a testimonial  to  the  religious 
of  our  students,  their  devotion  to 
arents  and  their  God,  their 
I (ness  to  work  for  all  their 
nities.  and  lastly  their  desire  to 
ipiil  d prescrv  our  country  rather  than 
> d grade  and  destroy  it.” 


Kldor  Marion  G.  Romney 

With  the  rush  of  registration  and 
preparation  for  classes  behind  them,  BYU 
summer  students  will  pause  today  at 
Devotional  for  a few  words  of  inspiration. 
Scheduled  as  the  first  speaker  for  summer 
term.  Elder  Marion  G.  Ronmey  of  the 
Council  of  the  Twelve  of  The  Church  will 
speak  today  at  10  a.m.  in  the  de  Jong 
Concert  Hall. 

Elder  Romney  has  been  one  of  the 
guiding  personalities  behind  The  Church's 
widely  known  welfare  plan  almost  since 
the  inception  of  the  program  in  1936. 

At  the  time  the  plan  was  inaugurated,  he 
had  already  had  several  years  experience 
with  a welfare  program  on  a stake  and 
regional  basis.  In  June  1941  he  was  named 
assistant  managing  director  of  the 
Church-wide  program.  From  June  1959 
until  May  1963  he  served  as  general 
chairman. 

Elder  Romney  was  born  September  19. 

President-elect  Oaks 


1897,  in  Colonia  Jaurez,  Mexico,  of 
American  parents.  He  attended  schools  at 
Colonia  Juarez  until  1912  when 
revolutionary  activities  forced  his  parents 
and  many  other  United  States  citizens  to 
flee,  leaving  their  property  behind.  A few 
years  later  his  father  was  made  president  of 
Ricks  Junior  College,  at  Rexburg,  Idaho; 
and  Elder  Romney  graduated  from  that 
school  in  1920.  Continuing  his  education 
after  his  mission,  at  the  University  of  Utah, 
he  was  graduated  with  a B.S.  degree  In 
1926  and  his  LL.B.  degree  in  1932. 

He  was  admitted  to  the  bar  and  practiced 
law  in  Salt  Lake  City  1 1 years,  during 
which  time  he  served  respectively  as 
assistant  county  attorney,  assistant  district 
attorney  and  assistant  city  attorney. 

He  filled  a mission  in  Australia  from 
1920  to  1923,  and  was  conference 
president  and  mission  secretary  most  of  the 
last  two  of  those  years.  He  became  bishop 
of  the  Salt  Lake  33rd  Ward  in  1935.  and 
from  that  position  was  chosen  president  of 
Bonneville  Stake  in  1938.  Then  on  April  6, 
1941,  he  was  chosen  as  Assistant  to  the 
Council  of  Twelve,  where  he  served  ten  and 
one-half  years  until  his  call  to  the 
Apostleship  in  October  1951. 

Elder  Roirmey's  major  assignment  on  the 
Council  of  the  Twelve  is  to  superivise  the 
missionary  program  in  the  West  European. 
Scandinavian,  and  the  South  African 
Missions.  He  is  chairman  of  the  Home 
Teaching  Committee  and  the  new  Unified 
Social  Services  Committee. 

In  this  issue 
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Education  Week 8-9 

Sports  10-12 

Arts&  Entertainment  13-15 


Continuing  education  treated 


Dr.  Dallin  Oaks 

The  role  of  continuing  education  In  the 
life-long  process  of  learning  was  the  subject 
treated  by  Dr.  Dallin  Oaks,  newly 
appointed  president  of  BYTJ.  before 
approximately  4,(X)0  Education  Week 
participants. 

Dr.  Oaks'  address  was  highlight  to 
Wednesday’s  activities  in  the  annua! 
campus  event  which  has  drawn  thousands 
of  participants  from  many  states  and 
foreign  countries  to  the  Provo  campus. 

Dr.  Oaks  noted  the  importance  of  desire 
in  motivating  true  education,  and  said. 
“The  pursuit  of  academic  credit  and 
frequent  exams  can  interfere  with  the 
creative  requirements  of  learning.” 


“Concentration  on  earning  a degree  can 
place  too  much  emphasis  on  endurance  and 
longevity  and  not  enough  on  the  more 
important  qualities  of  attitude  and 
understanding.”  Dr.  Oaks  observed. 

He  added  that  the  strength  of  a program 
of  continuing  education  lies  in  the  fact  that 
It  offers  learning  to  satisfy  a variety  of 
interests  and  does  not  demand  that  the 
student  specialize  until  he  knows 
“everything  about  nothing.” 

“The  future  of  continuing  education 
programs  is  bright.”  Dr.  Oaks  said,  giving 
three  reasons  for  his  prediction. 

-First,  increases  in  productivity  and 
logevity  produce  a shorter  work  week  and 
earlier  retirerrrent  which  gives  Americans 
more  time  to  devote  to  other  pursuits. 

-Second,  the  information  explosion  is 
producing  a need  for  more  study  and 
learning  as  a means  of  keeping  up  to  date 
on  what  is  happening  around  us. 

•Third,  the  economic  advantages  of 
continuing  education  over  a degree  seeking 
program  arc  great.  A continuing  education 
program  offers  flexible  scheduling  at  a very 
low  cost  and  gives  participants  the 
opportunity  to  learn  while  earning  money. 

For  a further  report  of  education  week 
activities  see  pages  8 and  9. 


Officers 

organize 

for  summer 

The  majority  of  the  regular  BYU  student 
body  has  followed  the  sun-or  the  ROTC 
camps,  or  the  summer  jobs.  So  it  is 
reassuring  to  know  that,  despite  the 
decreased  academic  activity,  the  Associated 
Students  of  BYU  continues  its  plans  for 
better  student  government  and  improved 
social  activities. 

The  ASBYU  President’s  office  is  laying 
the  groundwork  for  a new  program  that 
will  hopefully  go  into  full  effect  in  the  fall. 
According  to  Joel  Peterson,  vice  president 
of  ASBYU.  this  is  a plan  to  correlate 
student  government  with  the  wards  and 
slakes,  departments  and  colleges.  A council 
will  be  set  up  with  a representative  from 
each  department,  resulting  in  more  direct 
feedback  between  sections.  The  basic 
improvement  made  possible  by  this  system 
will  be  the  more  efficient  usage  of 
departmental  funds  due  to  closer 
coop)eration  between  student  government 
and  other  organizational  structures  at 
BYU. 

SOCIAL 

Tlie  Social  office,  under  the  direction  of 
Kent  Smith,  plans  to  help  fill  the  leisure 
hours  of  the  BYU  students,  particularly  the 
singles,  with  a variety  of  dances  that  should 
have  something  for  everyone.  Included  in 
these  will  be  a summer  formal  and  a 
summer  preference  dance,  the  latter  being 
a new  event  at  BYU.  A new  concept  will  be 
added  to  the  regular  rock  and  conventional 
dances  of  the  season:  the 
soft-rock-conventional  dances.  Since  many 
students  aren't  satisfied  with  straight  rock 
or  straight  conventional,  the 
soft-rock-conventional  dance  will  have  a 
carefully  selected  band  that  can  combine 
both  these  types  of  music.  Girls  will  not  be 
allowed  to  wear  slacks  to  the 
soft-rock-conventionals.  but  to  the  straight 
rock  dances  a new  rule  deems  slacks 
acceptable. 

In  addition,  the  Social  and  Athletics 
offices  wilt  sponsor  a Canyon  Parly  for  the 
student  body  on  Saturday,  June  26. 

Productions  of  the  Dating  Game  will  be 
seen  two  or  three  times  this  summer.  And 
some  really  enjoyable  Nickel  Flicks  (which 
will  now  cost  a dime  - blame  inflation)  will 
be  shown:  “Spanky  and  Our  Gang.” 
“Johnny  Tremaine.”  “Davy  Crockett,”  and 
others. 

ATHLETICS 

The  Athletics  office,  with  Chuck  Bassett 
at  Its  head,  is  busy  with  Its  plans  for  a 
summer  basketball  tournament  between  all 
BYU  wards  and  stakes  who  wish  to 
participate  (occurring  June  30-July  9).  an 
Alpine  Loop-Timp  Cave  outing  on  July  10. 
and  a Timp  Hike  on  August  7.  The  outing 
will  be  limited  to  the  capacity  of  the  buses, 
and  sign  up  sheets  will  be  available  at  a 
later  dale.  The  Timp  Hike  will  also  be  a 
small  group  hike. 

Students  who  wish  to  serve  on  summer 
activity  committees,  or  who  want  to  be 
involved  with  homecoming  and  other  early 
fall  events,  are  encouraged  to  go  now  to 
the  fourth  floor  of  the  Wilkinson  Center 
for  further  information. 


Summer 

Universe 

During  the  summer,  the  Universe 
will  be  printed  on  Tuesday  and 
Thursdays  only.  Those  wishing  to 
place  classified  ads  or  submit  letters  or 
news  to  the  paper  should  submit  their 
material  by  Friday  for  Tuesday's  paper 
arxl  by  Tuesday  for  Thursday’s  paper. 
Classifieds  are  due  by  10  a.m.,  news 
notes  by  1 2 noon  and  letters  by  3 p.m. 
on  Friday  and  Tuesday. 
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Freedom  vs.  Responsibility 


W.  Cleon  Skousen 


Academic  freedom  is  a phrase 
bandied  about  quite  regularly 
these  days.  One  has  but  to  look  at 
the  environs  of  most  of  the 
nation’s  major  universities  to  find 
the  ‘free  university’  founded  on  a 
concept  of  academic  freedom  — a 
free  exchange  of  ideas  which 
implies  freedom  of  expression. 
But  are  these  universities,  in  fact, 
free,  or  do  the  theories  which 
they  espouse  restrict  their 
freedom? 

What  is  this  thing  - academic 
freedom? 

“Each  person  has  his  own 
concept  of  academic  freedom,” 
according  to  W.  Cleon  Skousen, 
BYU  religioun  professor. 
“However,  very  few  have  a real 
grasp  of  what  this  term  means.” 

A man  says  he  is  seeking 
freedom  when  he  gives  up  his  job, 
his  family,  and  society.  But  he 
becomes  enslaved  by  the  way  of 
life  he  is  forced  to  adopt  because 
he  is  no  longer  self-sufficient. 

Education  can  be  viewed  in  the 
same  light.  A man  can  say  he  is 
seeking  education  in  a free 
environment  grasping  the  cult 
courses  and  rejecting  traditional 
education.  In  the  process  he 
becomes  enslaved  by  his  own  lack 
of  knowledge. 

Education,  considered  a right 
by  most  Americans  is,  in  reality,  a 
privilege  according  to  Skousen. 
“But  because  so  many  have 
enjoyed  this  privilege,  it  is  the 
tendency  to  consider  that  it  is, 
and  has  always  been,  a right.” 

According  to  Skousen, 
academic  freedom  cannot  exist 
unless  it  is  protected  by  academic 
responsibility.  For  example,  if  a 
professor  of  mathematics 
demanded  the  academic  freedom 
to  deliberately  teach  false 
theorems,  false  equations,  false 
concepts  and  false  calculations,  he 
would  be  defeating  the  very 
purpose  for  which  the  academic 
institution  exists.  Academic 
responsibility,  therefore,  prohibits 
any  such  abuse  of  academic 
freedom  in  order  to  protect  the 
very  existence  of  the  academic 
institution.  Unless  this  were  done 
the  academic  community  would 
be  destroyed. 

“It  is  assumed,”  Skousen 
continued,  “that  the  student  will 
also  accept  a responsibility  — in 
this  case,  the  responsibility  of 
achieving  excellence  and  taking 
advantage  of  the  facilities  at  his 
disposal.” 

“The  professor  also  assumes  a 
responsibility.  Primarily  he  is  to 
stimulate  the  student  to  search 
out  and  find  truth  and  skills 
related  to  his  field  of  study,  A 
companion  responsibility  is  to 
share  with  students  his  own  BEST 
thinking  which  is  the  result  of  a 
lifetime  of  specialized  study. 
However,  while  doing  this  he  must 
create  an  academic  atmosphere  in 
which  a student  can  feel 
comfortable  presenting  facts  and 
ideas  contrary  to  the  ideas  of  the 
professor.” 

The  academic  responsibility  of 
the  Church  education  system  has 
been  clearly  outlined  by  the 
leaders  of  the  Church.  In  essence, 
it  is  this:  “Seek  out  that  which  is 
good  and  that  which  is  true. 
Expose  that  which  is  evil  and  that 
which  is  false.  Tdach^the  youth 
correct  principles  so  they  can 
make  correct  choices.” 


“It  is  obvious,”  Skousen  added, 
“thahin  seeking  out  that  which  is 
good  and  that  which  is  true,  there 
must  be  a wide  latitude  of 
academic  freedom  to  search, 
experiment  and  discuss.  There 
must  also  be  a broad  spectrum  of 
academic  freedom  to  probe  those 
areas  where  neither  revelation  nor 
human  experience  have  revealed 
their  secrets.  This  spectrum-  must 
be  broad  enough  to  allow  the 
investigator  not  only  to  find  that 
which  is  true,  but  that  which  is 
false.  Therefore,  we  must  preserve 
the  freedom  to  fail  and  also  the 
freedom  to  be  wrong  on 
occasion.” 

According  to  Skousen,  the 
greatest  obstacle  to  academic 
freedom  is  cultism,  wherein  a 
person  in  authority  takes  a fixed 


position  and  will  not  toleratfe  a 
differing  point  of  view. 

“There  are  cultists  in  every  area 
of  academic  study,”  he  explained, 
“and  this  must  be  guarded  against. 
Change  can  deteriorate  into 
cultism.” 

“Freedom  can  be  defined  as  a 
freedom  to  choose;  and  academia 
is  a place  of  learning  in  which  one 
has  the  opportunity  to  search  out 
or  search  for  truth.” 

“It  is  everyone’s  responsibility 
to  protect  truth  already 
discovered  and  help  create  an 
intellectual  and  physical  lab  for 
discovering  new  truth.” 

“Truth  provides  its  own 
boundaries,”  he  concluded.  “It  is 
related  to  law  — the  law  of  the 
universe,  which  creates  its  own 
restrictions.” 
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By  study  or 


by  faith?  ' 

The  analytical  approach  has  dominated  western  thinking  since  . 
Aristotle.  It  may  go  back  further,  but  Aristotle  gets  the  credit,  although  j 
I think  credit  is  too  generous  a term.  The  assumption  that  we  can  learn  ^ 
more  about  the  universe  by  dissecting  it  into  parts,  labeling  the  parts,  * 
arranging  the  parts  into  arbitrary  categories,  and  then  picking  out  the  * 
similarities  and  differences  among  the  various  components  is,  indeed,  a 
very  old  assumption.  For  this  reason  many  of  us  forget  that  it  is  an 
assumption,  and  elevate  this  method  of  truth  seeking  to  one  of  the 
verities  of  existence.  But  the  analytic  approach,  even  though  it  has  been 
around  so  long  may  not  be  as  dependable  as  we’d  like  to  think.  , 

I 

There  are,  after  all,  other  ways  of  approaching  the  universe.  Prayer  is  ^ 
a method  rarely  employed  by  many  scholars  today.  Nor  is  meditation 
emphasized  as  a legitimate  tool  of  the  truth  seeker.  And  though  some  | 
of  our  more  irreverant  technicians  laugh  at  these  approaches,  they 
really  aren't  so  funny. 

Perhaps  in  deep  rneditation,  or  from  the  revelation  which  may  come 
subsequent  to  fervent  prayer,  one  may  grasp  truths  in  a way  which 
transcends  the  analytical  approach.  Perhaps  all  those  who  base  their 
‘knowledge’  on  empiricism  ought  to  consider  the  dependability  of  their 
senses,  and  of  the  processes  of  induction  upon  which  much  of  the  ' 
scientific  approach  is  predicated.  It  may  not  be  possible  to  gain  real 
knowledge  and  understanding  of  the  universe  through  the  analytical 
approach.  At  least,  this  method  has  not  yet  solved  the  universe  to 
everyone’s  satisfaction. 


When  1 was  in  junior  high  school,  during  the  days  when  science  and  , 
the  scientific  approach  were,  to  me,  objects  of  veneration,  I remember  ^ 
that  my  class  read  about  one  of  Galileo’s  experiments.  He  took  two  | 
objects  of  unequal  weight  to  the  top  of  the  tower  of  Pisa.  I forget 
precisely  what  they  were  now.  Galileo  had  arranged  to  have  at  the  base  j 
of  the  tower  several  officials  of  the  Catholic  Church:  a few  cardinal^a  1 
smattering  of  bishops,  one  or  two  monsignors,  and  a parish  priest.  This  | 
was  to  be  one  of  the  first  scientific  experiments.  (Well  do  1 remember  \ 
the  hush  which  came  over  my  seventh  grade  class  when  the  teacher  \ 
pronounced  the  all  but  ineffable  words:  scientific  experiment.)  j 


We  read  that  Galileo  dropped  the  whatever-they-were  from  the  top  of 
the  tower  and  ‘proved’  that  no  matter  how  heavy  things  are,  they  all 
fall  at  the  same  speed. 

The  clerics  at  the  base  of  the  tower  rustled  in  their  robes,  hemmed  . 
and  hawed  and  finally  left  in  disbelief  (much  to  the  derision  of  my  , 
seventh  grade  class).  For  years  afterward  I regarded  the  old  boys  as  a ( 
pack  of  narrow  minded  bigots.  What  I didn’t  understand  then,  and  what  j 
was  not  explained  to  me,  was  that  the  venerable  fathers  didn’t  trust  j 
their  senses.  Sure,  they  saw  the  objects  land  at  the  same  time,  but  they  | 
did  not  believe  what  they  saw.  Why  should  they?  Hadn’t  their  senses 
been  deceived?  Hadn’t  they  seen  mirages?  Hadn’t  they  dreamed 
dreams?  And  besides,  this  one  isolated  incident  did  not  necessarily 
represent  the  constant  phenomena  of  the  universe.  After  all , the  likely 
possibility  that  under  different  circumstances,  or  a a different  time,  the  j 
experiment  might  have  a totally  different  outcome  could  not  be  denied.  ^ 
These  priests  undoubtedly  subscribed  to  the  adage;  Believe  half  of  what 
you  see  and  none  of  what  you  hear.  , 

1 

The  point  of  this  anecdote  is  to  illustrate  that  the  analytical  approach 
does  not  constitute  the  sole  method  of  arriving  at  the  truth.  (At  least 
two  schools  of  thought  were  present  in  Pisa  on  the  historic  day  cited 
above.) 

This  is  not  to  say  that  we  should  abandon  the  analytic  approach  in 
favor  of  some  form  of  mysticism.  We  must  be  wise  in  our  pursuit  of 
knowledge,  particularly  here  at  BYU.  We  should  be  willing  to  employ 
every  avenue  in  seeking  knowledge  and  understanding  of  the  truth. 


No  matter  what  our  discipline  may  be,  we  may  find  it  best  at  times  to 
employ  methods  of  truth  seeking  which  fly  in  the  face  of  the 
traditional  analytical  approach.  We  may  find  it  more  fruitful  to 
subordinate  the  five  carnal  senses  to  the  spiritual  sense.  It  may  be  that 
for  the  natural  man  the  empirical  method  is  the  only  way  to  approach 
the  truth,  while  for  the  sanctified  man,  analysis  is  but  a poor  substitute 
for  spiritual  discerning. 


Since  most  of  the  Saints  are  neither  irredeemably  natural,  nor  tot^y 
sanctified,  they  must  strike  a happy  balance  between  obtaining 
knowledge  ‘by  study  and  also  by  faith,’  moving  toward  the  day  when 
‘by  the  power  of  the  Holy  Ghost,  (they)  may  know  the  truth  of  all 
things.”  i'’ 


PAUL  JAMES  TOSCANO,  Editor 


June  15.  1971 
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got  more  than  it  expected  last  week  when  the  Senate 
d j2.7  billion  pay  hike  for  the  military;  President  Nixon  had 
^ «d  a SI  billion  raise.  This  move  has  been  tagged  as  an 
fjcourage  an  all-volunteer  army,  hopefully  within  the  next 
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Pay  hike  approved 


I j|2;hlenin^  hu^H  traitH^i 


l-.nforcement  Assistance  Agency,  which  has  a $29,012 
rti  {}th  Huntington  Laboratories,  disclosed  to  Congress  the 
research.  The  agency  is  training  lightning  bugs  to  turn  on 
ten  they  encounter  a suspect  with  the  drug.  “The  first  tests 
a spokesman  said. 
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KKik-f  s*  .by  an  overwhelming  vote  of  7H4,  voted  this  past  week  to 
(ffujjy.i  te^  on  draft  calls  during  the  next  two  years.  This  action  will 
iiijft;-  thg  nbcr  of  men  drafted  in  fiscal  1972  to  1 30,000  and  in  fiscal 
to,  OOO. 
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MiU'luHl  rondenuiM  coiirtn 

i to  the  National  District  Attorney  Assn.  Attorney  General 
ll  ctmdemned  the  courts  for  “shackling  the  prosecutor  and 
weapons  to  the  defense.” 

odor  only  one  crime  in  a hundred  is  actually  punished,”  he 


i »f  Justice  Department  efforts  he  said.  “There  is  a serious 
dike  the  courtroom  a place  where  fact  is  determined  and 
' guilt  decided,  rather  than  a place  where  fact  is  obscured 
TU.stratcd  through  the  triumph  of  sophistry  over  common 


C.ijjnrt'tte  »aU-«  down 

; I'j  ll  Trade  Commission  announced  the  fourth  strai^t  year  in 
^Kitunej  cigarette  consumption  in  its  statistical  report  sent  to 
[j^^3^reSast  week.  Acemding  to  the  report,  the  average  adult 
K>kcd  I9K  packages  last  year  compared  to  214  in  1963. 
cigarette  advertising  reached  a peak  at  S314.7  million.  The 
rjif^^fUM^iecommendcd  that  Congress  outlaw  the  mailing  of  cigarette 
dl  to  this  effect  is  pending  before  Congress. 


KtniMirgo  lifuni 

Sections  from  labor.  (Resident  Nixon  lifted  a 21-year 
>1  trade  with  Mainland  China  late  last  week.  This  is  the  latest 
actions  intended  to  strengthen  relations  with  Communist 
flove  also  paves  the  way  for  increased  trade  with  all  of  the 
I ilock  countries  by  eliminating  the  requirement  that  half  of 
ql  be  made  in  American  ships. 


RIDES : 

BE  THE  GUEST 
AT  YOUR  OWN 
DING  and  RECEPTION 


plete  Service  Provided  at  Lower  Rates 
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CENTRE 


State,  Orem 


Phone  225-0142 


Summer  staff  named 
for  The  Universe 


Staff  assignments  for  the  1971 
summer  Universe  have  been 
announced  by  the  BYU  Board  of 
Student  Publications. 

Blood 

needed 

A minimum  of  12  pints  of 
A-positive  blood  are  needed 
Thursday  June  17  at  LDS 
Hospital  in  Salt  Lake.  The 
donations  are  needed  for  Steven 
Anderson  who  will  be 
undergoing  open-heart  surgery 
on  Friday. 

Anyone  who  has  A-positive 
blood  and  is  able  to  donate, 
please  contact  Brent  or  Darold 
Anderson  at  225-1477  or 
374-0026.  Transportation  can  be 
arranged. 


Directing  the  paper,  which  will 
publish  every  Tuesday  and 
Thursday  during  the  summer 
session,  will  be  Editor-in-Chief 
Paul  Toscano,  a graduate  student 
in  English  from  West  Covina, 
Calif.  Assisting  him  as  managing 
editor  will  be  Charleen  Hurson,  a 
junior  in  journalism  from 
Kennewick.  Washington. 

Other  assignments  include  John 
Fisher  as  news  editor,  Debbie 
Legler  as  campus  editor.  Brent 
Whiting  as  arts  and  entertainment 
editor,  R.  C.  Roberg  as  sports 
editor,  Sheryl  Henderson  as  copy 
editor  and  Larry  Hood  as  feature 
editor. 

Staff  reporters  for  the  summer 
session  include  Dennis  Godfrey, 
Lee  Benson  and  J.  Burnham. 
Wayne  Robinson  will  continue 
from  spring  semester  as  photo 
editor. 


DianMMKl 
solitaires 
are  for 

th«  girl  who  prelen  simplicity 
of  design  in  U Kjrsi  goia 
It's  the  efunge  she's  been  wsitmg 
for  From  $100 

ZAkPES' 

My,  how  yowW  dmiiged 
«t  W.  Center 

Convenient  charge  plans  for 

BYU  Students 

lllusiKlion  enUrsrd 


HIGH  PERFORMANCE 

SPORT  WHEELS  • SPORT  TIRES 

Check  Pearson  Tire  for  the  state's  biggest,  most  complete  selection  of 
wheels  and  tires.  More  than  500  wheels  IN  STOCK  . . .chromes.  . .mags 
. . . wires  . . . slotteds  . . . regular  or  wide  for  cars  . . . jeeps  . . . 
dune  buggies  . . . pickups  and  all  high  performance  vehicles. 


Speke 

Meg 


Dith 

M«t 


Smooth 

Cofitor  Chrome 


Unichreme 

Slot 


Unichreme 

Ovol 


4 Chromes 
only 

^56” 

Exchange 


First  in  the  business  to  moke  HIGH  PERFORMANCE 
"eii  WHEELS  . . . Still  first  in  quolity  and  preference! 


Unichreme 

Wire 


Mickey  Thomeson 
Indy  Profile 


Mickey  Thompson 
Slich 

Trood  width  7Vt"  to  15" 


f»vA-  TreetlM 
StOfSOr  Block 


COME  ON  IN  AND  COMPARE 
. . our  bigger  stocks  . . . our 
lower  prices.  Terms  of  course,  or 
use  your  oil  company  card.  WE 
MOUNT  AND  SERVICE  whot  we 
sell. 


SEIBERLING 

LeMANS 

60  Series  with  roised 
white  letters 

SALE  SPECIAL 

G-60-15 

2 $4095 

1..  Vwss'i. 


PEARUSON  Til 


265  South  1st.  West 

SALT  LAKE  RICHFIELD  LEHI 


Provo,  Utah 

BEAVER  EPHRAIM 
BSUUULO 


BYU  Homecoming  Queen,  Elaine  Reeder,  looks  radiant  in 
her  Massey  Studio  queen  portrait.  You,  too,  can  look  like  a 
king  or  queen  in  your  portrait  at  Massey’s. 

Massey  Studio 

13  East  Center  - Room  215  Phone  373-6565 

(Between  Uinta  Theatre  and  City  Drug) 
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Ifs  registration  time  again. . . 


From  the  past 


Frustrated  by  registration?  Take 
solace  in  the  fact  that  it  took  a 
computer,  53  telephones,  150 
extra  people,  a full-time 
registration  staff,  as  well  as  regular 
department  and  faculty  personnel 
all  working  literally  thousands  of 
man  hours  to  prepare  and  process 
you  and  the  approximately  7,500 
other  students  who  registered  for 
summer  school. 

For  most  students,  registration 
was  at  worst  a one-day  process 
between  one  and  three  times  a 
year.  But  for  the  registration 
office,  the  process  of  preparation 
and  planning  is  a year-around 
project. 

The  initial  preparation  for  this 
summer’s  registration  date  began 
six  weeks  ago.  The  first  process, 
according  to  Kay  Harward, 
assistant  registrar  in  charge  of 
registration,  was  to  prepare  the 
student  packets.  The  cards  were 
prepared  by  the  computer'  center 
but  each  was  individually  checked 
and  hand  stuffed  into  the 
registration  envelopes.  Nearly 
35,000  packets  were  prepared  for 
summer  school  compared  to 
the  30,000  prepared  for  the 
two  regular  term  semesters.  The 
higher  summer  number  was 
because  packets  were  prepared  for 


all  students  who  attended  the 
previous  spring  semester  as  well  as 
for  everyone  who  had  attended 
summer  school  in  either  of  the 
two  preceding  summers. 

Class  cards  were  also  prepared 
by  the  registration  office-another 
process  that  took  six  weeks. 

‘‘All  class  cards  were 
proofread,”  said  Harward,  “to 
make  certain  they  contained  the 
correct  information.  They  were 
divided  into  department  divisions 
and  any  changes  requested  by  the 
departments  were  worked  out.” 

Meetings  were  scheduled  and 
held  with  all  campus  personnel 
directly  involved  in  the 
registration  process.  This  included 
the  extra  help  hired  by  the 
registration  department,  the 
maintenance  supervisors,  as  well 
as  the  Deans’  secretaries  who  pass 
information  back  to  the  faculty. 

Each  department  was 
responsible  for  staffing  their  own 
class  cards  distribution  tables.  The 
Deans’  offices  provided  final 
clearance  people. 

The  job  wasn’t  finished  for 
registration  even  after  the  formal 
registration  was  completed. 
Changes  of  registration  are  an 
important  part  of  the  job  also. 

This  summer  for  the  first  time 


A registration 
worker,  one  of  hundreds, 
pulls  card  for  student. 


student  schedules  will  be  on  file  in 
a computer.  Thus,  after  a student 
has  added  or  dropped  a class  he 
will  be  able  to  see  on  visual 
terminal  his  class  schedule  and  see 
the  class  added  or  dropped. 

“While  the  student  will  still 
have  the  same  procedure  to  go 
through  to  change  his  schedule  he 
can  know  immediately  that  the 
change  is  recorded  and  is  correct 
on  his  record,”  said  Harward. 

Despite  the  many  hours  of 
preparation,  planning,  and  work 
done  before  registration  day, 
many  students  found  the  whole 
process  a headache.  But  work  is 
always  being  done  to  make  the 
student  side  of  the  process  easier. 


Twenty  years  ago,  David  O. 
McKay  was  chosen  as  President  of 
the  Church  of  Jesus  Christ  of 
Latter-day  Saints. 


garbadine  with  a navy  bli 
accordian  pleated  tie  and  nan 
blue  suede  shoes. 


Twenty  years  ago,  the  leading 
man-about-campus  style  was  a 
double  breasted,  one  button-roll 
blue-gray  suit  of  doeskin 


The  trouble  with  the  future 
is  that  it  is  too  much  like 
Christmas.  It  usually  arrivJ 
before  we’re  ready  for  it,.^ 
James  C.  Patton, 


I\ew  Mercury  Lamp 
Can  Be  Used  Indoors 


A new  mercury  vapor  lamp 
designed  specifically  for  in- 
door commercial  lighting  ap- 
plications has  been  announced 
by  'Westinghouse. 

According  to  Howard  J. 
Thomas,  general  manager  of 
the  fluorescent  and  mercury 
lamp  division,  the  new  lamp 
provides  such  excellent  color 
rendition  that  mercury  lamps 
can  now  be  used  for  indoor 
lighting  applications. 

Mr.  Thomas  explained  that, 
because  of  its  color  character- 
istics, mercury  lamps  have 
generally  been  regarded  as  an 
outdoor  or  industrial  light 
source.  The  new  mercury 
lamp  is  said  to  be  flattering 
to  skin  tones,  merchandise 
and  furnishings.  It  may  now 
be  used  in  supermarkets,  de- 
partment stores,  schools,  serv- 
ice stations,  offices,  shopping 
centers  — in  short,  any  loca- 
tion where  a high  efficiency 
light  source  of  superior  color 
is  desired. 


SUITS  - SPORT  COATS 

. up  to  50%  off 

SWEATERS 

Vi  off 

WINDBREAKERS 

Vj  off 

SHOES  

40%  off 

TIES 

30%  off 

STRAIGHT-LEGGED  PANTS 

wash-n-wear 

$5.00/pr, 

DOUBLE-KNIT  SLACKS $15.00/pr. 


BELTS 


Vi  off 


UTAHt^OI 

iNORTHfluNIV. 


I . -r  ^ T 


Compare 

Five  Important  Reasons 
Why  More  and  More 
Married  Students 
Are  Choosing  Wide-Range 
Maternity  Benefits 


Wide-Range  pays  up  to  $60.00  a day  for  mother’s  hospital 
room  and  board.  $1,100  minimum  benefit 


Wide-Ran^e  pays  up  to  $30.00  a day  for  each  infant’s  hospital 
room  Eind  board 


Wide-Range  pays  up  to  $200.00  for  obstetrics,  in  addition  to 
maternity  benefit 


Wide-Range  protects  newborn  children  automatically! 
Wide-Range  covers  newborn  children  for  congenital  conditions 


Besides  these  important  maternity  benefits,  Wide-Range  also  provides  basic 
hospital  coverage  for  both  husband  and  wife — up  to  $60.00  a day  for  room 
and  board  plus  up  to  $15,000.00  for  other  hospital  expenses.  Get  all  the  facts 
on  this  great  new  plan.  Call  your  loc^  representatives  for  Mutual  of  Omaha. 


Ralph  Densley  Agency 
494  North  University  Ave. 
Provo,  Utah  84601  374-9968 

Agents  in  the  Provo-Orem  Area: 


Wayne  Jorgensen  225-1019 

Frank  Killpack  373-0498 

Bill  Terry  373-6251 

Hurst  Thygerson  225-0331 

Ken  Whimpey  768-2331 

Dick  Richards  225-3136 

Ben  Cluff  373-6602 

Oscar  Walch  373-6207 

Jay  Peterson  — 768-3663 


REPRESENTING 


Mutual^ 


^maha. 


The  Company  that  payb  , 

Life  Insurance  Affiliate:  United  of  Omahi 


MUTUAL  OF  OMAHA  INSURANCE  COMPANV 
HOME  OFFICE.  OMAHA,  NEBRASKA 
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COULD  YOU  USE  HELP  WITH: 


* Achieving  more  effective  student  participation  in  your 
classroom— end  with  more  students  involved? 

* Attaining  greater  improvement  on  the  part  of  students  who 
need  extra  help  (tutoring)? — Or,  in  training  other  students 
effectively  to  tutor  those  who  need  it? 

* Formulating  significant,  practical  objectives  that  help  you 
improve  your  students’  learning — and  their  attitude 
toward  learning? 

* Teaching  concepts  effectively? 

Some  of  the  latest  tools  and  techniques  for  handling  these  typical 
in-service  problems  are  explored  and  analyzed  in  several  new  courses 
offered  by  BYU  Home  Study. 

Recertifying  your  credentials  can  be  an  exciting  opportunity  to 
expand  your  knowledge  and  professionalism. 

Now  you  can  fill  recertification  requirements  by  taking  one  or  more 
of  the  Education  5l4Rx  modules  for  one  or  two  hours  of  credit. 

Each  module  is  an  in-depth  analysis  of  a common  in-service  problem. 
Each  takes  advantage  of  the  best  minds  and  the  most  recent  thinking 
in  this  fast  changing  field. 

Keep  up  to  date  by  enrolling  now. 

Come  to  Room  210  in  the  Herald  R.  Clark  Building  (just  south 
of  the  J.  Reuben  Clark  Library)  and  fill  out  a simple  application  form. 

The  following  course  descriptions  will  answer  specific  questions 
in  more  detail. 


ICATION  5URx.  Analytit  of 
^S«rvi<*  PrebUms. 
his  course,  composed  of  several  1 
4 2 semester  hour  modules,  presents 
n exciting  new  approach  in  focusing 
■n  the  solutions  io  actual  problems 
etd  challenges  faced  by  the  teacher 
n a classroom  situation. 
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TEACHER  INTERACTION 

1)  Baird.  Smith,^  After  identifying 
lit  own  pattern  of  verbal  interaction 
vith  his  students,  the  classroom 
•echer  uses  a variety  of  methods  to 
modify  that  teaching  pattern. 
Prerequisite:  Enrollee  must  be  teach- 

a formally  organized  class.  Eight 
essons,  r>o  final  examination.  Fee: 

• 16.50  (Text:  Approx.  $5-7) 

STRUCTURED  TUTORING,  PART  I 

2)  Harrison.  Use  of  established 
aychological  principles  of  learning 
or  tutoring  individual  students.  Spe- 
Hk  instruction  in  how  to  teach  an 
ilementary  student  any  instructional 
lem  that  requires  the  student  to 
(lake  specific  responses  for  desig- 
leted  stimuli.  Seven  lessons  with  rto 
Inal  examination.  Fee:  $16.50 
Text:  None) 

STRUCTURED  TUTORING,  PART  II: 
MOANIZING  INTERGRADE  TUTOR- 
NO  (2)  Harrison.  How  to  organize 
at  intergrade  tutoring  program 
n an  elementary  school.  Pre- 
•quisite:  S.  T.  Part  I.  Fee:  $33 
Text:  Approx.  $2-4) 


(5)  FORMULATING  USEFUL  INSTRUC- 
TIONAL OBJECTIVES  (1)  Maian. 

How  to  formulate  objectives  that  are 
significant,  practical,  and  precise  In 
the  congnitive  and  psychomotor 
areas,  and  to  apply  such  objectives 
in  instruction.  Fee:  $16.50  (Text: 
None) 

(6)  TEACHING  CONCEPTS  (1)  Tenny- 
son.How  to  use  a practical,  validated 
technique  for  teaching  concepts 
effectively.  Seven  lessons  with  no 
final  examination.  Fee:  $16.50 
(Text:  None) 

EDUCATION  500x  FUNDAMENTALS  OF 
ADULT  EDUCATION  (3)  Robinson, 
Santiago.  The  rationale  of  adult 
education  and  the  unique  character- 
istics of  adult  learners.  Practical 
means  of  evaluation,  and  appropriate 
curricula  and  teaching  methods. 
Eighteen  lessons  with  midcourse  and 
final  examinations.  Fee:  $49.50 
(Text:  Approx.  $8-10) 

HEALTH  SCIENCE  460x.  DRUG  USE 
AND  ABUSE.  (2)  Hafen.  The  nature 
and  effects  of  alcohol  and  narcotics 
on  the  human  organism.  The  alcohol 
and  narcotics  problem  considered 
from  physiological,  psychological, 
and  sociological  viewpoints  as  well 
as  the  educational  and  legal  aspects. 
Emphasis  on  development  of  a cor- 
related attack  on  this  national  prob- 
lem. Fourteen  lessons  and  a final 
examination.  Fee:  $33.  (Text 
Approx.  $9-11) 


RECREATION  EDUCATION  595x  THE 
COMMUNITY  SCHOOL.  (2)  Olsen. 

The  basic  concept  of  the  community 
school,  including  its  history,  philoso- 
phy, organization,  function,  building 
utilization,  typical  programs,  and 
leadership  qualifications.  Fifteen 
lessons  and  a final  examination. 

Fee:  $33.  (Text:  Approx.  $7-9) 

EDUCATION  340x.  CHILDREN'S 
LITERATURE.  (2)  Bowles  Evaluation 
of  significant  books,  past  and 
present,  that  meet  the  children's 
needs.  Sixteen  lessons  and  a final 
examination.  Fee:  $33.  (Text: 

Approx.  $24-26) 

EDUCATION  361 X INTRODUCTION  TO 
TEACHING  THE  MENTALLY 
RETARDED.  (2) 

Thomas.  Prerequisite:  Tchr.  Ed.  260! 
Introductory  course  in  education  of 
mentally  retarded  children;  study  of 
classification  and  characteristics  of 
the  retarded,  and  general  problems 
In  their  care,  management  and 
education.  Required  for  certifica- 
tion for  teachers  of  mentally 
retarded.  Sixteen  lessons  and  a 
final  examination.  Fee:  $33.  (Text: 
Approx.  $6-10) 

ENGLISH  420x  LITERATURE  FOR 
ADOLESCENTS.  (2)  Bell.  Critical 
examination  of  the  body  of  literature 
written  for  adolescent  readers  and 
of  effective  methods  of  teaching 
literature  in  the  secondary  schools. 
Intended  especially  for  Er>glish 


teachers  and  parents.  Fee:  $33 
(Text;  Approx.  $1-2) 

GEOGRAPHY  501x  GEOGRAPHY  FOR 
TEACHERS.  (3)  Hudman.  A systematic 
approach  to  the  fundamentals  of 
geography,  emphasizing  source 
materials,  teaching  methods,  toob, 
and  techniques.  Fee:  $49.50 
(Text;  Approx.  $9-11) 

MATHEMATICS  305x  BASIC  CONCEPTS 
OP  MATHEMATICS.  (3)  (elem.) 

Peterson.  Designed  to  develop 
understanding  of  the  basic  structure 
of  mathematics.  This  course  is 
required  of  and  restricted  to  pro- 
spective elementary  school  teachers. 
Fee:  $49.50.  (Text:  Approx.  $9-1 1) 

MATHEMATICS  306x  CONCEPTS  OF 
MATHEMATICS.  (3)  (elem.) 

Peterson.  Prerequisite;  Math.  305. 
Study  of  modular  arithmetic,  real 
numbers,  complex  numbers,  rela- 
tions and  functions,  measurement, 
informal  geometry.  For  elementary 
teachers.  Fee:  $49.50.  (Text: 

Approx.  $9-11) 

MATHEMATICS  45 lx  MODERN 
GEOMETRY  I.  (3)  Garner.  Prerequi- 
site: Math  37Ix  or  301x  or  equiva- 
lent. Synthetic  and  analytic  projective 
geometry,  including  relationships 
with  affine  and  Euclidean  geometry. 
Geometry  considered  as  the  study  of 
invariants  of  groups  of  transforma- 
tions. Fee:  $49.50.  (Text;  Approx. 
$11-13) 
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For  further  information  and  a free  brochure  stop  in  at  Home  Study, 

Room  210  in  the  Herald  R.  Clark  Building  (just  south  of  the  J.  Reuben 
Clark  Library). 
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BYU’s  Art  Romero  to  explore 
design  as  GM  internship  winner 


What  will  vehicles  be  like  in 
1990?  Will  American  technology 
be  able  to  contend  with 
burgeoning  population  in 
developing  transportation  systems 
of  the  future?  Art  Romero,  a 
junior  from  San  Jose,  California 
may  not  know  the  answer  to  these 
questions  after  serving  a 
two-month  industrial  design 
internship  with  General  Motors 
this  summer,  but  he  will  be  better 
prepared  to  face  such  challenges 
of  the  future. 

One  of  only  eight 
undergraduates  chosen  to 
participate  this  year  in  the  annual 
GM  program,  Romero  will  be 
working  on  the  design  of  vehicles 
and  on  a transportation  system 
for  the  city  of  Troy,  Michigan 
with  size  and  population 
projected  to  1990. 

Romero  was  selected  on  the 
basis  of  a portfolio  submission 
containing  ambulance  design 
information  as  well  as  detailed 
drawings  and  slides  of  a scale 
ambulance  model  that  he  designed 
and  constructed. 

Also  included  in  the  portfolio 
were  full  color  paintings  of 
concepts  of  futuristic  mass  transit 
vehicles  and  a two-passenger 
commuter  vehicle,  as  well  as 
miscellaneous  ideas  and  sketches 
and  a proposal  for  a Utah 
automotive  museum. 

The  proposal  for  the  museum  is 
now  being  considered  by  Utah 
Governor  Calvin  Rampton,  the 
Utah  Department  of  Travel 
Information  and  the  Tooele 
County  Commission  where, 
presumably,  the  museum  would 
be  located. 

The  selection  of  Romero  for  the 

Home  study 

scholarship 

established 

A home  study  scholarship  has 
been  established  by  the  Clegg 
family  of  Provo  and  Heber  VaUey 
in  memory  of  their  sister,  the  late 
Miss  Lula  Clegg.  Miss  Clegg  served 
for  1 1 years  as  chairman  of  the 
BYU  Home  Study  Department 
beginning  in  1954.  Her  own 
degree  was  completed  through 
home  study  courses,  as  were  the 
degrees  of  other  members  of  her 
family. 

In  accepting  the  gift  for  the 
Department,  Dr.  Harold  Glen 
Clark,  dean  of  the  Division  of 
Continuing  Education, 
commented:  “If  there  is  a patron 
family  of  home  study,  it  certainly 
is  the  Cleggs.” 

Mr.  Luke  Clegg  of  Provo,  the 
family’s  oldest  living  member, 
completed  all  his  college  degree 
work,  except  the  minimum 
residence  requirements,  through 
home  study  and  extension  work. 
A former  Provo  city  commissioner 
and  a former  state  senator,  Mr. 
Clegg  graduated  from  BYU  in 
1939,  25  years  after  receiving  his 
high  school  diploma.  His  two  law 
degrees  from  Blacktone  College  of 
Law  in  Chicago  were  also  gained 
by  correspondence. 

“I  never  could  have  finished 
without  correspondence  courses,” 
he  said.  “I  was  working"  full  time 
and  had  a family  to  support.” 

Scholarship  recipients  will  be 
selected  on  the  basis  of  academic 
excellence  and  personal  need, 
according  to  Mack  Palmer,  Home 
Study  chairman. 


intern  program  followed  a visit  to 
BYU  by  Roger  Martin,  GM 
vice-president  of  educational 
relations  and  Lex  Knight,  chief 
designer  at  the  GM  design 
development  school.  The  two 
were  impressed  by  the  industrial 
design  program  here— so  much  so 
that  they  donated  500  pounds  of 
modelling  clay  to  the  department. 
According  to  Douglas  Stout,  who 
served  until  recently  co-ordinator 


of  the  BYU  design  program  (he 
will  take  over  as  Chairman  of  the 
Art  Department  in  September), 
the  GM  officials  “highly 
recommended”  the  industrial 
design  program  at  BYU. 

The  program  was  begun  here  in 
1 967  and  has  attained  its  high 
professional  rating  largely  through 
the  efforts  of  Stout  who  came  to 
BYU  in  1969  after  several  years  of 
professional  experience. 


Putter  Around  This  Summer! 

Open  4 to  12  p.m.  Monday  through  Saturday 

BIRTHDAY  PARTIES  CATERED 
Call  373-9276  or  373-7378 

' Regular  Admission  75c 

* children  50c 

* Saturday  Special,  2-4  p.m.  ...  35c 

* Monday  Family  Rate $2.00 

Grandview  Miniature  Golf 

1400  North  800  West,  Provo 


.o 


Open  Monday  through  Saturday- 
Tempting  dishes  from  $1.75 
Sandwich  Night  and  Old  Flicks 

Wednesday  night  only  . . . rare  assortment  of 
sandwiches  ranging  from  99c  and  rip-roaring 
serials  shown  while  you  eat. 

Sunday  Brunch 

Delicious  breakfast  or  lunch,  or  a combination 
served  buffet  style  from  11:00  a.m.  to 
4:00  p.m. 

Reservations  - 374-8444 


Original  musical  comedies 
and  special  Olio  Gay  '90  Revue. 
- NOW  PLAYING  - 

PORTER  ROCKWELL 

Reservations 
374-8446 


Unusual  gifts  and  personal 
items— many  made  by  Utah 
artisans— ranging  from 
preserved  wild  flowers 
to  finest 
western 
apparel. 


New  horses  for  all 
kinds  of  riders  . . . 
New  trails  to  ride  . . . 
New  management  . . . 
You'll  enjoy  the  cool,  high 
country  on  a Sundance 
horse  . . . Call  and 
reserve  you  one. 


SUINDANCE 
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For  reservations  phone  374-8444 
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Iksian  grant 
liiven  to 
;YU  prof. 

nterviewing  refugees  from 
er  Mongolia  and  studying  the 
I ina  frontier  are  prime 
ectives  of  Dr.  Paul  Hycr, 
fessor  of  history  and  Asian 
lies  at  BYU,  who  has  just  been 
girded  a research  grant  to  Cheng 
University  in  Taipei,  Taiwan, 
e is  one  of  approximately  a 
sen  specialists  in  the  United 
ces  to  be  awarded  a $10,000 
nt  by  the  New  York'based 
[|Ja]  Science  Research  Council,  a 
ilition  of  professional 
anizations.  His  award  came 
m the  Joint  Committee  on 
{temporary  China, 
r.  Hyer,  who  was  recently 
ointed  editor  of  the  Mongolia 
:iety  Publications,  has  been 
ted  by  the  National  Science 
tncil  of  the  Republic  of  China 
iieach  at  Cheng  Chi  University, 
'wil!  leave  in  August  with  his 
e Harriett  and  six  children 
{ing  in  age  from  18  to  3.  A 
Scott,  is  on  a mission  to 
- aa  and  a daughter  Paulette  is 
i «ried. 

^e  in  Taiwan.  Prof.  Hyer  will 
:h  at  the  university,  interview 
ilgees  from  the  Inner  Mongolia 
I,  and  complete  further  study 
’ the  China  frontier.  He  will 
ch  in  English  but  converse 
trmally  in  Chinese, 
he  Tirst  Latter-day  Saint  to  get 
Ph.D.  in  Asian  studies.  Dr. 
er  also  speaks  Japanese 
mtly,  having  previously  spent  a 
r doing  research  in  Japan  and 
> and  one-half  years  on  a 
ision  in  the  Central  Pacific  area 
^ng  Asian  people. 


Academic  standards  strives 
to  help  the  troubled  student 


M\ 


you're  ho  Im- 
ortanl.  try  ordering  my  d4»g 
round." 


Learning  for  the  average  student 
at  BYU  is  much  more  than  a 
panacea  for  the  downtrodden 
spirit.  It  is  the  primary  objective 
of  a four  year  self-development 
program  which  enables  him  to 
receive  a degree  certifying  his 
completion  of  the  initial  phase.  So 
much  for  goals.  The  question  now 
is  how. 

How  many  times  does  he  open 
the  semester  with  the  familiar 
phrase,  “This  is  it,  I’m  going  to 
stay  on  top  of  my  studies  this 
term  if  it  kills  me,”  only  to  end 
up  floundering  half-way  through 
the  semester?  The  road  to  high 
scholastic  achievement  is  paved 
with  good  intentions. 
Unfortunately  the  average  student 
fails  to  equip  himself  with  the 
tools  necessary  to  complete  the 
journey  unscathed.- 

The  academic  standards  office  is 
in  the  business  of  giving  students 
who  are  in  trouble  academically 
the  tools  necessary  for  successful 
travel  toward  a degree. 

Kenneth  Lauritzen,  associate 
director  of  the  Academic 
Standards  office  explained  the 
multi-faceted  nature  of  the  office: 
"Our  intent  is  to  do  what  we  can 
to  keep  students  going  to  school, 
not  just  to  do  paperwork.” 

The  average  student  who  has 
academic  problems  says  that  he 
knows  what  his  problem  is:  "If 
only  I will  study,  things  will  work 
out  alright.'  I 

"The  ‘if’  is  what  we  worry 
about  here,”  Lauritzen  continued. 
"Students  cannot  study  for  a 
number  of  reasons:  trouble  at 


home,  falling  in  love,  illness, 
financial  problems,  too  much 
social  life,  not  enough  social  life, 
emotional  problems,  drugs,  liquor, 
immoral  activities,  and  the  list 
goes  on  and  on.” 

"This  is  where  the  office  fulfills 
its  counseling  function.  We  help 
the  student  define  the  obstacles  to 
the  ‘if  and  then  offer  suggestions 
to  help  overcome  them.” 

"We  usually  suggest  to  the 
student  that  the  best  place  to 
receive  help  is  from  the  instructor, 
but  most  students  are  scared  to  go 
to  the  instructor.” 


“I  guess  we  might  most 
accurately  be  called  an  academic 
ombudsman’s  office.  We  find  out 
what  needs  to  be  done  and  then 
we  act  to  help  the  student  get  the 
assistance  he  needs  in  the  least 
possible  amount  of  time.” 

"Time  is  money,”  Lauritzen 
noted.”  If  you  spend  all  your 
money  on  clothes  you  get  very 
hungry.  If  you  spend  all  your  time 
in  one  activity  your  studies  will 
suffer.  We  are  here  to  help 
students  use  their  time 
effectively.” 


Poll  of  students  shows  agreement 
witli  opening  Refl  Qiina  relatioiLs 


What  do  BYU  students  think 
about  the  recent  issues  that  have 
been  raised  concerning 
Communist  China? 

A survey  was  conducted  by 
graduate  students  in  the  Dept,  of 
Communications  for  a class  in 
Public  Opinion  and  Propaganda.  A 
random  sample  representing  the 
entire  student  body  was  chosen 
and  asked  questions  about  Red 
China. 

The  results?  The  significant 
findings  pertained  to  the  opening 
of  diplomatic  relations  with  Red 
China.  Of  those  polled,  51.8  per 
cent  favored  the  U.S.  government 
opening  diplomatic  relations  with 
Red  China. 

Another  significant  finding  was 
that  72.1  per  cent  of  the  people 


polled  believed  that  Red  China 
should  not  be  permitted  to  take 
the  Security  Council  seat  now 
held  by  Nationalist  China. 


Six  killed 
over  break 

Ann  Doty,  23,  died  May  28  in 
a car  crash  near  St.  George.  Utah. 
She  had  just  graduated  from  BYU 
and  was  going  home  for  the 
summer.  She,  her  sister  Ruth 
Doty,  20.  and  her  brother  Guy 
Doty,  19,  both  injured  in  the 
crash,  are  from  Logandale,  Nev. 

Kathleen  Thomas,  28,  died  in 
an  air  disaster  Sunday,  June  6. 
She  was  a sophomore  at  BYU 
returning  to  work  in  Provo  for  the 
summer.  She  and  her  mother,  who 
was  also  killed,  were  from  Simi, 
Calif. 

Rudolph  Blecha,  80,  was  killed 
May  28  in  an  auto  pedestrian 
accident  in  Ogden.  He  was  from 
South  Ogden. 

Dennis  B.  Sensor,  32,  died  May 
28  in  a car  crash  near  St.  George, 
Utah.  He  was  from  Payson,  Utah. 

Richard  Dean  Smith,  33,  died 
May  28  when  he  apparently  lost 
control  of  his  motorcycle  on  a 
State  Road  112  curve,  about  two 
miles  west  of  Tooele.  He  was  from 
GrantsviJIe. 

Steve  Bos  was  killed  in  the  air 
disaster  Sunday,  June  6.  He  was 
an  LDS  Seminary  teacher  in 
Bountiful,  Utah,  coming  to  BYU 
to  work  on  his  master’s  degree. 


“SONNY— BUY  DAD  A SONY!" 

HAVE  YOU  EVER  SEEN  A SALE 
ON  SONY?  NOW  YOU  HAVE!! 


Comes  with  carrying  case, 
batteries,  microphone,  ear- 
phone, tape,  AC-DC. 


SALE 

$4995 


w„  $59.95 


Complete  for  only 
(exclusive  review  button) 

SALE 


»69« 


Was  $79.95 


Solid  state  stereo— 

AC-OC  operated— 

Comes  with  case,  speakers, 
mike,  tape. 


ONLY 


Wi,  $199.95 


Happy  Father's  Day 

svpcii 

You  never  heard  it  to  good* 


78  N.  Univ.  Ave. 
Provo,  Utoh 


INC. 


Phone: 

373-1263 
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Nearly  a hundred  classes 


offered  as  part  of  annual 
BYU  Education  Week 


Nearly  100  classes  appealing  to  a wide  range  of  interests  of  persons  of 
all  ages  were  scheduled  at  the  50th  annual  Education  Week  at  BYU 
June  8-1 1 . 

The  list  of  courses  offered  a wide  assortment  of  information  in  areas 
ranging  from  cooking  to  drug  abuse  to  physical  fitness.  The  classes  were 
conducted  in  an  informal,  noncompetitive  atmosphere;  and  since 
’academic  credit  was  not  given,  there  were  no  examinations.  , 

Mrs.  Leora  Thurman,  supervisor  of  Education  Week  on  campus, 

• reported,  “The  faculty  gave  the  people  a taste  of  college-level  classes, 
motivating  them  to  never  stop  learning.”  Her  enthusiasm  for  the 
program  showed  as  she  explained,  “Our  aim  was  to  get  people  of  all 
ages  to  continue  their  education,  keep  on  growing.”  Mrs.  Thurman  said 
another  aim  of  the  program  was  to  keep  people  up-to-date  in  the 
various  areas  of  learning  and  activity. 

Classes  geared  toward  academic  improvement  included  “Personal 
Approach  to  Reading:  Speed,  Comprehension,  Enrichment,”  “Teach 
and  Enjoy  It,”  “Learning  to  Understand  Art,”  and  “Masterpieces  of 
Literature.” 

Women  enjoyed  classes  geared  to  homemaking,  including  “Personal 
Expression  in  Interior  Design,”  “The  Art  of  Homemaking,”  “Creating  a 
Happy  Home,”  “The  Fashion  Look— Sewing  at  Home,”  “Specialty 
Breads  and  Fancy  Pastries,”  and  “The  Art  of  Entertaining.” 

Classes  of  special  interest  to  the  teenager  included  “The  New  You  in 
a New  Era,”  “No  Parents  Allowed,”  “After  High  School  What?”  and 
“The  Challenge  for  Youth  in  Today’s  World.” 

Offerings  of  general  interest  were:  “Morality  and  the  Mind,”  “How  to 
Live  52  Weeks  of  the  Year,”  “Understanding  the  Social  Issues  of  the 
Day,”  “Public  Speaking,”  “Multiple  Facets  of  Drug  Abuse,”  “Pitfalls  of 
Credit  Buying,”  “The  Environment  Crises,”  and  “A  Golden  Era  of 
Fitness.” 

Mrs.  Thurman  credited  the  80  BYU  faculty  who  staff  Education 
Week  on  campus  with  the  spectrum  of  course  offerings. 

A 65-year-oId  man  said,  “This  was  the  most  instructive  and  spiritual 
four  days  I have  ever  had  the  privilege  of  experiencing.  The  entire 
program  was  exceptionally  well  programmed  and  well  presented.” 

The  annual  program,  which  last  year  attracted  more  than  3,000 
persons  to  the  Provo  campus,  also  presented  general  assemblies  open  to 
the  public  daily  at  10:45  a.m.  in  George  Albert  Smith  Fieldhouse. 
These  assemblies  featured  prominent  officials  of  The  Church  of  Jesus 
Christ  of  Latter-day  Saints.  Speakers  were:  Tuesday,  President  Joseph 
Fielding  Smith;  Wednesday,  Dr.  Dallin  Oaks,  newly  appointed  BYU 
president;  Thursday,  Dr.  Neal  A.  Maxwell,  commissioner  of  Church 
Education;  Friday,  Elaine  Cannon,  associate  editor  of  the  New  Era. 

Evening  entertainment  included  presentations  of  the  BYU  dramatic 
productions  “Hello  Dolly”  and  “The  Wisdom  Tree.” 

Mrs.  Thurman  said  about  one  half  of  the  people  who  attend 
Education  Week  on  campus  come  from  Utah  Valley.  The  other  half 
come  from  many  states  and  many  of  them  make  the  event  a 
constructive  vacation,  she  added.  Housing  is  available  on  campus  in 
student  residence  halls,  and  meals  are  served  in  campus  cafeterias. 

“Education  Week  is  the  greatest  time  of  the  year  for  our  family,”  said 
an  18-year-old  girl  from  out  of  state.  “We  make  it  into  a family 
vacation  and  it  is  so  refreshing  to  corhe  to  the  BYU.  I’ve  noticed  that 
my  parents  change  their  ways  a little  and  become  better  people  after 
attending  this  program,”  she  said. 

The  theme  of  the  50th  annual  Education  Week  on  campus  was  “A 
Golden  Era,”  said  Mrs.  Thurman. 

In  addition  to  its  campus  programs,  Education  Week  also  consists  of 
troupes  of  up  to  12  faculty  members  who  take  the  course  offerings 
across  the  country  in  severd  circuits,  Mrs.  Thurman  explained.  About 
one  half  of  the  stakes  in  the  Church  participated  last  year.  The  stake 
presidencies  must  request  the  faculty  to  visit  their  areas.  Local  members 
do  all  the  work  in  this  program  except  teach  the  classes,  she  continued. 

This  summer  the  first  faculty  group  went  to  Tucson,  Ariz.,  to  begin 
its  circuit  on  May  29.  The  last  group  ends  its  summer  travels  at  Pasco, 
Wash.,  on  August  21,  and  returns  to  Provo. 

Karl  G.  Maeser  knew  what  he  was  talking  about  when  he  prophesied 
that  BYU’s  influence  would  reach  “every  hearthstone  in  the  Church,” 
commented  Mrs.  Thurman. 

New  Industry  Helps  Indians 


The  Navajo  and  Hopi  In- 
dian nations  in  Northeastern 
Arizona  are  participating  in 
the  economic  development  of 
the  Black  Mesa  region  with 
the  Peabody  Coal  Company,  a 
subsidiary  of  Kennecott  Cop- 
per Corporation. 

A surface  mine,  which  be- 
gan supplying  coal  in  1970  to 
the  new  Mohave  electric 
power  plant  in  southern  Ne- 
vada, represents  the  first 
major  industrial  activity  in 
the  reservations. 

The  company  is  operating 
under  leases  with  the  Navajo 
and  Hopi  tribes,  which  were' 


awarded  mineral  rights  on 
64,858  acres  out  of  the  2-mil- 
lion acre  mesa. 

The  leases,  in  addition  to 
specifying  royalties  for  each 
tribe,  require  Peabody  to  op- 
erate in  a safe  and  workman- 
like manner  and  avoid  waste 
on  the  land.  The  land  areas 
must  be  returned  to  a condi- 
tion compatible  with  the  sur- 
rounding mesa. 

All  users  of  Black  Mesa 
water  supplies  are  completely 
protected,  according  to  a com- 
pany spokesman,  and  the  com- 
pany will  hire  as  many  Navajo 
and  Hopi  Indians  as  it  can. 


At  assembly 

Pres,  Smith  stresses  value  of  learning  - 


President  Joseph  Fielding  Smith  addressed  the  first  General 
Assembly  of  Education  Week  held  last  week  on  campus.  He 
emphasized  the  value  of  learning,  noting  that  it  is  important  to 
gain  knowledge  in  all  areas,  but  the  most  valuable  is  a knowledge 
of  spiritual  things.  Photo  by  Wayne  Robinson 


President  Joseph  Fielding  Smith 
and  Sister  Smith  of  The  Church  of 
Jesus  Christ  of  Latter-day  Saints 
were  honored  guests  at  the  first 
general  assembly  of  Education 
Week  held  Tuesday,  June  8 on 
campus. 

Pres.  Smith  directed  his  remarks 
to  this  year’s  theme  of  Education 
Week,  “A  Golden  Era,”  declaring 
that  the  Latter-day  Saints  as  a 
people  have  always  been  foremost 
in  the  warfare  against  ignorance 
and  bigotry.” 

Pres.  Smith  emphasized  the 
value  of  learning,  noting  that  it  is 
important  to  gain  knowledge  in  all 
areas,  but  the  most  valuable 
knowledge  is  a knowledge  of 
spiritual  things. 

Pres.  Smith  praised  the 
educational  system  of  The 
Church,  and  particularly  Brigham 
Young  University  for  its 
dedication  to  educating  the  youth 
of  The  Church  in  all  facets  of 
living.  He  noted  BYU’s  progress 
under  the  able  leadership  of 
President  Ernest  L.  Wilkinson,  to 
whom  he  paid  tribute.  “The  new 
university  president,  Dallin  Oaks, 
will  open  the  door  to  a new  area 
of  further  achievement  at  BYU,” 
Pres.  Smith  said. 

The  continued  learning  of 


spiritual  truths  will  lead  to  “a 
golden  era  of  continuing 
righteousness,”  Pres.  Smith  noted. 
He  also  observed  that  worthwhile 
knowledge  comes  from  two 
sources,  through  study  and 
through  revelation. 

“Our  eventual  goal  should  be  to 
gain  all  knowledge  and  all  power, 
that  we  may  become  as  God  is,” 
Pres.  Smith  said. 

The  94-year-old  Church  leader 
said  Latter-day  Saints  have 
spiritual  sources  of  judgment  as 
well  as  the  human  sources 
available  to  all  men.  He  counseled 
the  assembly  to  l^n  as  much  as 
possible  about  all  things  spiritual 
and  secular  and  more  particularly 
to  seek  learning  pertaining  to  the 
Kingdom  of  God. 

“Knowledge  comes  both  by 
reason  and  by  revelation,’’ 
declared  Pres.  Smith.  He  then 
stated  that  knowledge  of  God  a'nd 
his  Kingdom  must  come  by 
revelation  through  the  power  of 
the  Holy  Ghost. 

Introduced  by  Robert  K. 
Thomas,  academics  vice-president, 
as  the  best  example  of  continuing, 
life-long,  self  education,  Pres. 
Smith  bore  his  testimony  that  we 
may  advance  in  light  and  truth 
until  we  reach  a fulness  of 


knowledge. 

Mrs.  Jessie  Evans  Smith  favored 
the  Education  Week  patrons  with 
a vocal  solo  “Keep  in  Touch  with 
Your  Heavenly  Father.” 

Upon  invitation  Mrs.  Smith  also 
expressed  thanks  for  the 
sustaining  love  of  the  members  of 
The  Church  for  Pres.  Smith  and 
herself.  “Don’t  cross  us  off  your 
list,”  she  added. 

Mrs.  Smith’s  message  centered 
around  this  scripture  in  the 
Doctrine  and  Covenants:  “I,  the 
Lord,  am  bound  when  ye  do  what 
I say;  but  when  ye  do  not  what  I 
say,  ye  have  no  promise.” 

She  also  read  two  poems  to  the 
assembly.  One  concerned  an 
elderly  couple  who  finally  got 
married  after  waiting  until  they 
could  afford  it.  The  other  made 
fun  of  knees  on  display  below 
hemlines. 

Dean  Harold  Glen  Clark,  dean 
of  the  Division  of  Continuing 
Education,  and  recently 
appointed  president  of  the  Provo 
Temple,  said  “good-bye”  to  the 
Fieldhouse  assembly.  Last  week’s 
Education  Week  was  the  last  held 
under  his  direction.  The  Provo 
Temple  is  slated  for  completion 
this  fall. 

Dean  Clark  reviewed  the 
program  of  the  first  BYU 
Education  Week  held  in  January 
1922  in  College  Hall  auditorium 
in  the  Education  Building.  At  his 
request,  12  persons  in  the 
assembly  stood  u]  who  had 
attended  that  pioneer  Education 
Week  50  years  ago. 
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Elaine  Cannon  outlines 


women’s  responsibilities 


"There  are  seasons  for  all 
things.  When  the  family  is  small,  a 
woman's  responsibility  is  there, 
but  before  the  family,  and  when 
the  family  is  grown,  a woman’s 
greatest  joy  should  be  found  in 
giving  of  herself  to  others.” 

Elaine  Cannon,  associate  editor 
of  the  New  Era  discussed  the 
Woman's  Liberation  Movement  in 
these  terms  with  patrons  of  BYU's 
Education  Week  in  the  Fieldhouse 
Friday. 

‘‘Woman’s  role  has  changed,” 
Mrs.  Cannon  said.  “At  one  time 
the  home  was  her  sole 
responsibility;  today  she  has 
responsibilities  to  the  outside 
world  as  well.  But  she  cannot 
afford  to  give  up  her  first 
responsibility  in  the  home.” 

In  response  to  the  Woman’s  Lib 


contention  that  women  are  simply 
‘‘sex  objects”  or  “things,”  Mrs. 
Cannon  noted  that  women  may 
be  treated  as  “things”  in  some 
circles,  but  this  is  simply  because 
it  is  the  only  kind  of  treatment 
they  merit.  “It’s  a matter  of 
character,”  she  added. 

“When  women  march  asking  to 
assume  man’s  role,  they  are 
simply  marching  to  give  up  their 
God-given  right  to  be  a woman,” 
Mrs.  Cannon  commented. 

She  explained  that  to  her  it  was 
a privilege  to  bear  the  children,  to 
be  the  wife  of  a good  husband, 
and  to  play  the  supporting  rote. 
‘‘To  miss  the  joy  of  being  a 
woman  is  to  miss  everything,”  she 
said. 

Mrs.  Cannon's  address  was  one 
of  the  events  of  the  concluding 
day  of  BYU’s  annual  campus 
Education  Week. 


Safety  manual  prepared 
for  elementary  grades 


The  best  time  for  teaching  the 
basics  of  safety  is  in  the 
elementary  grades,  but  until  now 
little  has  been  done  in  this  area 
unless  the  elementary  teacher 
developed  his  or  her  own  safety 
curriculum. 

National  statistics  show  that 
between  the  ages  of  five  and  14, 
#8,200  children  die  yearly  of 
a ccidental*  causes  in  the  United 
States,  nearly  three  times  as  many 
as  die  from  cancer. 

Recognizing  the  difnculties 
presented  by  this  situation,  the 
State  of  Utah  Board  of  Education 
and  the  Highway  Users  Federation 
for  Safety  and  Mobility 
authorized  a BYU  workshop  on 
Safety  Education  to  prepare  a 
manual  for  safety  education  in  the 
elementary  school. 

The  workshop,  which  ended 
Friday  (7une  11),  was  under  the 
direction  of  Darrel  H.  Josie,  a 
specialist  in  driver  and  safety 
education  from  the  State  Board  of 
Education,  and  Dr.  Alton  L. 


Thygerson,  a BYU  professor.  The 
participants  includ^  elementary 
teachers,  kindergarten  through 
sixth  grade;  elementary  school 
administrators;and  BYU  students. 

The  completed  book  draws 
together  safety  information  from 
a variety  of  sources,  and  gives 
hints  for  presenting  it  in  the 
classroom  and  enforcing  it  in  the 
school. 

Topics  treated  In  the  book 
include  pedestrian  safety,  school 
bus  safety,  and  home  safety. 
Other  topics  of  special  interest  to 
school  administrators  include  fire 
drill  policies,  emergency 
procedures  and  liability  for 
accidents. 

Mrs.  Diane  Imhulse  of  the 
National  Safety  Council,  and  Dr. 
Willis  Wynn,  director  health, 
physical  Question  and  safety  of 
the  Granite  School  District,  have 
been  special  consultants  in  the 
production  of  the  manual.  The 
completed  product  will  be 
approved  by  the  National  Safety 
Council. 
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Practically  everyone  attended  last  week’s  Education 
''^wk-mothers,  dads,  and  kids.  Three  knee-socked 
teens  look  at  displays  placed  in  the  ELWC  Reception 
Center.  Photo  by  Wayat  Robtiuon 


THE 
OMBUDSMAN 
IS  STILL 
HERE! 


and  still  solving  problems,  answering 
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June  18th. 
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As  I see  it 

By  Dave  Gunn 

Asst.  Sports  Editor 


My  advice  for  anyone  with  a few  bucks  to  invest  is  to  put  them  into 
trailer  or  camper  stock.  From  the  swarms  of  campers  ana  trauers  inai 
clogged  the  roads  during  the  fishing  opening  week-end,  it  appears  to  me 
that  an  investment  into  the  shelter  aspect  of  the  recreation  industry 
would  be  a good  one. 'As  my  dad  and  brother  Ralph  and  I drove  down 
to  the  ‘^secret”  family  fishing  spot,  we  noticed  that  every  available 
parking  and  resting  spot  was  occupied  by  a camper  or  trailer.  We  were 
glad  that  they  were  parked,  and  not  on  the  highway. . . . 

We  first  stopped  in  Gunnison  for  an  ice  cream  cone.  It  was  sad  for  me 
to  realize  that  inflation  has  hit  the  small  Utah  towns  too.  Having  to  pay 
62  cents  for  three  nickel  cones  was  quite  a blow. 

My  dad  is  a Southern  Utah  native,  so  our  destination,  of  course,  was 
the  fishing  area  he  grew  to  love  as  a boy.  As  we  approached  the 
Forsythe  Reservoir,  the  spot  where  we  intended  to  camp  for  the  first 
night,  we  spotted  a great  camping  site.  We  also  spotted  a man  from  the 
Fish  and  Game  Department  scanning  the  Reservoir  with  his  binoculars 
to  insure  that  no  one  was  fishing  a day  before  the  opening.  It  was 
interesting,  and  comforting  to  watch  him  sneak  around  to  several 
vantage  points  and  ccheck  the  scenery  for  over-eager  anglers. 

The  Forsythe  is  a beautiful  reservoir;  marred  only  by  the  profuse 
quantity  of  empty  beer  and  soda  cans  that  litter  its  shore  line,  and  by 
the  noise  generated  by  the  trail  bikes  that  constantly  buzzed  back  and 
forth  past  our  camp.  Ralph  and  I tried  to  police  up  as  many  cans  as  we 
could,  but  we  gave  .up  after  250.  Either  Coors  is  the  largest  selling  beer 
in  Utah,  or  its  drinkers  are  the  most  inconsiderate. 

We  made  camp  in  a gully  at  the  bottom  of  a hill,  thinking  that  the  hill 
would  protect  us  from  the  wind.  A passer-by  made  us  realize  the 
foolishness  of  our  site  selection.  “You’ll  need  oars  down  there  if  it 
rains‘”  he  said.  Luckily  for  us,  it  didn’t  rain  that  night. 

Early  the  next  morning,  we  were  up  at  the  crack  of  dawn  to  beat 
everyone  else  to  our  favorite  fishing  hole.  Fear  of  reprisals  by  my 
relatives  keeps  me  from  telling  its  exact  whereabouts,  only  that  it  is 
within  waking  distance  of  the  Forsythe/  Anyway,  we  got  to  the  spot 
and  just  like  in  years  past  no  one  was  there.  With  his  first  cast,  dad  got  a 
lunker.  It  was  a beautiful  Cutthroat  Native,  about  three  pounds.  From 
that  point,  however,  our  luck  changed.  What  started  out  as  a chilly 
morning  turned  into  a freezing  day.  The  snow  came  in  from  our  backs, 
chilling  us  and  inhibiting  the  feeding  of  the  fish.  We  spent  more  time 
hovering  around  the  fire  than  we  did  fishing.  When  the  sun  occasionally 
came  from  behind  the  clouds,  the  fishing  immediately  picked  up.  We 
caught  about  15  fish  between  us,  which  was  pretty  good,  but  nowhere 
near  as  good  as  in  past  years.  Hunger  forced  us  to  knock  off  for 
breakfast,  so  we  headed  to  Loa  for  some  first  rate  hot  cakes  and  “not 
bad”  fresh  frozen  orange  juice. 

With  appetites  satiated  with  food  but  not  fish,  we  took  the  back  road 
from  Loa  and  followed  the  Fremont  River  to  our  next  stop,  the 
Johnson  Reservoir.  The  Johnson  has  always  been  a favorite  spot  of 
mine,  not  only  for  its  natural  beauty,  but  for  its  great  fishing.  Below 
the  spillway,  where  the  Fremont  leaves  the  reservoir,  used  to  be  a great 
angling  spot.  On  opening  day,  however,  I think  more  fish  there  were 
clubbed  to  death  by  sinkers  falling  on  their  heads  than  were  caught. 
There  was  a fisherman  every  three  feet,  each  with  his  own  litter.  I 
stopped  to  police  up  a few  choice  pieces  of  trash  that  lay  strewn  along 
the  shore,  including  the  wrapper  from  a $6.99  “Zebco  Rod-Reel 
Combination”.  1 imagine  some  over-zealous  sportsman  just  couldn’t 
wait  to  start  fishing.  Well,  for  us  the  Johnson  was  just  too  crowded  for 
serious  fishing,  so  we  headed  for  another  favorite  spot  at  Seven  Mile 
Creek  where  we  had  once  caught  our  limits  in  less  than  15  minutes. 

We  found,  to  our  dismay,  that  the  weather  in  that  area  had  been  even 
worse  than  where  we  had  previously  been  fishing.  There  were  about 
two  inches  of  snow  on  the  ground,  and  the  wind  was  blowing  very  hard. 
It  was  so  cold  that  after  I lost  my  hook  on  a snag  I went  back  to  the  car 
to  get  warm.  I was  ready  to  give  up.  Ralph  refused  to  quit,  however.  I 
was  just  starting  to  doze  off  in  the  car  when  I heard  him  yelling.  I 
glanced  out  to  see  him  land  the  biggest  fish  of  the  trip.  It  was  a 
beautiful  native;  about  four  pounds.  Ralph’s  success  gave  me  new  hope 
so  I baited  up  and  tried  my  luck  again.  I couldn’t  believe  it.  My  first 
cast  got  me  a real  lunker,  nearly  as  big  as  the  one  brother  Ralph  had 
just  caught.  I pulled  him  in,  gave  him  to  my  dad  to  clean,  and  threw  in 
my  line  again.  It  was  fantastic.  Another  big  fish,  this  one  just  like  the 
last.  They  were  the  biggest  fish  I had  ever  caught.  Only  bad  weather 
kept  us  from  fishing  more,  but  by  the  time  we  cleaned  the  fish  we  were 
all  freezing.  We  had  to  head  for  Fish  Lake  and  some  warm  food  and 
lodging. 

That  night,  around  the  fire  at  the  Bowery  Haven  resort  where  we  ate 
dinner  at  Fish  Lake,  my  brother  and  I were  amazed  at  the  straight  face 
my  dad  kept  as  he  told  lies  about  the  place  where  we  caught  the  fish. 
“At  the  Johnson”  he  would  say  without  cracking  a smile.  I think  he 
would  rather  die  than  compromise  the  location  of  a family  fishing  hole, 
and  with  the  masses  of  humanity  that  use  and  abuse  our  recreation 
areas,  I can’t  say  I blame  him.  Not  all  fishermen  are  liars,  just  the  smart 
.ones 
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Leach  heads  Cougar  golf  contagion 
into  NCAA  championship  at  Tuscon 


®ea  . 1 


Photo  by  Wayne  Roblnaon 

^i;[^&\fiDave  Shipley  (left)  and  All-American  Ray  Leach  (right) 
S.7lMidia  their  trophies  in  winning  the  Coi^r  Classic.  Both  Shipley 
sofijKigii^ch  will  1^  in  action  next  week  when  they  collide  with  the 
b’llipnait  top  golf  schools  for  the  NCAA  champioaship.  Shipley,  a 

>freim  general  education  major  from  Salinas,  California,  earned 

lii^/  to  Tucson  during  the  last  half  of  the  season  by  playing 
and  consistent  golf.  Leach,  a bonafide  All-American,  has 
team's  overall  leader  all  sea.son  long. 


By  R.  C.  ROBERG 

Sports  Editor 


BYU’s  Ray  Leach,  who  is 
rapidly  making  his  name  known  in 
collegiate  golf  circles  as  did 
former  Cougar  linksters  Johnny 
Miller  and  Bud  Allin,  will  lead  the 
BYU  contagion  into  this  year’s 
NCAA  golf  championships. 

Leach,  who  has  already  won 

five  tournaments,  will  be  looking 
toward  improving  on  last  year's 
third  place  finish.  The  smooth 
stroking  and  long  hitting  junior 
from  Novato,  California,  was 
forced  out  of  the  Western  Athletic 
Conference  championship  with  a 
bad  case  of  strep  throat,  but  is 
now  in  good  health. 

Other  Cat  golfen  making  the 
trip  include  All-American  Chip 
Garriss,  Joey  Dills,  Dave  Shipley, 
and  Rusty  Guernsey. 

Also  for  the  second  time  in  the 
last  four  years,  the  NCAA  golf 
championships  are  being  held  in 
the  Southwest.  This  year’s 
championship  will  be  played  over 
the  sprawling  Tuscon  National 
Golf  Club,  June  21  through  June 
26. 

In  1968,  the  NCAA  tournament 
was  contested  at  Las  Cruces,  New 
Mexico,  home  of  the  Aggies  of 


New  Mexico  State  University,  and 
as  lady  luck  would  have  it  an 
eastern  team  won  the  NCAA 
crown  as  the  University  of  Florida 
staged  a come-from-behind  surge 
to  win  the  title. 

The  Southwest  could  again  be 
fruitful  for  Eastern  teams,  since 
Florida  and  Wake  Forest  are 
capable  of  winning  the  NCAA 
title  this  year.  In  the  latest 
collegiate  golf  ratings  as  voted  on 
by  the  coaches  throughout  the 
nation,  Florida  ranks  second, 
behind  Houston,  while  Wake 
Forest  is  fifth.  BYU  dropped  from 
third  to  fourth  in  the  latest 
coaches’  poll,  but  the  Cougars 
third  place  finish  last  year  could 
give  the  Cougars  an  added 
incentive  to  improve  this  year. 

The  Pacific  Coast  is  headed  by 
three  fine  teams:  San  Diego  State, 
Southern  Cal  and  Stanford. 
Stanford  is  currently  rated  in  the 
top  ten.  and  was  the  last  Pacific 
Coast  team  to  win  the  NCAA 
championship  in  1953. 

Rocky  Mountain  area  teams  are 
expected  to  make  a strong 
showing  with  BYU  and  Arizona 
State  leading  the  way.  The  Sun 
Devils,  whipped  the  Cougars  in 
May  for  the  WAC  crown.  Also,  a 
week  earlier,  ASU  outstroked  the 
Cougars  for  first  place  in  the 
Arizona  Collegiate. 

Four  of  the  top  six  finishers  in 
last  year's  NCAA  championship 
will  be  returning. 

Lanny  Wadkins  of  Wake  Forest, 


runner-up  to  1970  champion  John 
Mahaffey  of  Houston,  will  be 
pacing  the  Deacons.  Wadkins  lost 
by  a single  stroke  of  Mahaffey, 
284-285,  on  the  Ohio  State 
University’s  tough  Scarlet  Course. 

BYU’s  Leach  will  also  be  back. 
Leach  finished  third  last  year, 
only  two  shots  of  the  pace  set  by 
Mahaffey. 

And  there  is  Tom  Kite,  the 
bespectacled  junior  from  Texas. 
Kite  finished  fourth  in  the  NCAA 
last  year,  shooting  a 287,  only 
three  strokes  behind  Mahaffey. 

Stanford’s  Tom  Watson  also  will 
be  back. 

Watson  has  been  a consistent 
performer  for  the  Indians  all 
season. 

Florida's  Andy  North,  who  tied 
Watson  for  fifth  place  last  year, 
will  be  back  for  another  shot  at 
the  individual  title. 

Sixty-eight  different  schools 
will  be  represented  by  five-man 
squads  with  the  low  four  scores 
on  each  team  at  the  end  of  the  72 
holes  counting  toward  the  team 
total. 

The  annual  East -West  Match 
will  be  held  June  21.  In  the  26 
previous  meetings  the  East  has 
won  13  and  the  West  13  so 
something’s  gotta  give  in  this 
year’s  match. 

The  stroke  play  championship 
will  start  on  Wednesday,  June  23, 
and  wilt  run  through  Saturday, 
June  26.  with  single  18  hole 
rounds  each  day. 


ball  refs 
e^iested  by 
murals 


n 


ONI"!, 


fhail  is  out  for  all  those 
:erHl  in  becoming  softball 
fiu||t  for  the  Intramural 
i.  Anyone  who  wishes 
tr^i  hand  at  officiating  is 
ju  ed  to  contact  the 
rar  . office  in  room  1 12  of 
^ B building  for  additional 
' OTT  «n. 

ds  summer,  a written  as 
0^  1 practical  exam  will  be 
7 ‘nin  id  to  each  prospective 
^pli  1,  dealing  with  the 
cifi  ules  and  regulations  of 

'un  y,  there  is  a shortage  of 
(lifj  oftball  officials  in  the 
A^ra  al  department,  and 
7 *litH  ihelp  is  urgently  sought 
0 or  for  the  Intramural 
|t  to  begin  its  summer 
am  on  time. 

will  be  assigned  into 
dries,  the  first  dealing^ 
Ijlen  softball,  and  the^ 
jealing  with  the  coed 
which  consists  of 


it 

^*1 


Q Hen  competition,  the 
i inner  will  earn  a berth 
tg  regional  zone 
lips,  and  a chance  at 
nting  BYU  at  the 
I tournament. 

Wojj  an  adequate  number  c' 
ioalliiring  the  school  year, 
summer  we  have  to 
le  supply,"  commented 
director  Gary  Palmer, 
•ntrlor  those  teams  wishing 
■•for  softball  must  be  in 
Irii  oral  office  by  Monday, 
le  4 ;eague  play,^is  slated  to 
in  1 oUowing  Monday.  June 


Father’s  Day  Special 

i 


P/i/C£D  TO  SAVE  YOU  A lAfEE  BIT  MORE 


Golf  Special 

Northwestern 

Herman  Keiser 


I -*^4  «>  tAOie4 


or 


Betty  Jameson 


2 Woods 
5 Irons 
Bag 

1 Doz.  Balls 
Practice  Balls 
Tees 


Spalding  - Bruce  Devlin  Alumishaft 

$9997 


3 Woods,  8 Irons 

Spalding  Bag.  Reg.  $200.00 


SPECIAL  TABLE 
Flare  Leg  Slacks 
and 

Body  Shirts 

Values  to  $9.00 

Good 
Selection 

For  Father 


$097 
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BYU’s  ’dane  lorg  named  to 
^ Coaches  All-American  squad 


By  R.  C.  ROBERG 

Sports  Editor 


In  baseball,  a .400  hitter  is 
considered  to  be  a rarity,  but 
what  would  you  say  about  a .500 
hitter? 


'Nv!  ■’H,' 


For  BYU  outfielder  Dane  lorg 
the  dream  of  most  hitters  to  reach 
the  magical  .400  plateau  became  a 
reality  this  season  as  the  hard 
hitting  junior  from  Blue  Lake, 
California,  not  only  led  the 
Cougars  in  hitting  all  season  long, 
but  ended  the  season  with,  a 
phenomenal  .507  batting  average. 

During  the  season  lorg 
established  an  .853  slugging 
percentage,  tops  in  Western 
Athletic  Conference  play.  He  also 
set  a new  WAC  Northern  Division 
mark  for  most  total  bases  with 
115,  and  broke  the  divisional 
mark  for  most  hits  with  71. 

With  the  BYU  baseball  team 
competing  in  the  College  World 
Series  in  Omaha,  Nebraska,  lorg 
was  selected  to  the  Coaches 
All-America  Baseball  Team. 

Two  other  WAC  baseball 
stalwarts  Roger  Schmuck  and 
Alan  Bannister,  of  Arizona  State 
were  also  chosen  to  the 
All-America  first  team. 


of  College  Baseball  Coaches 
All-America  selections: 

FIRST  TEAM 

IB  — Roger  Schmuck,  Arizona 
State,  senior.  2B— Bobby  Waits, 
Washington  State,  senior.  3B— Phil 
Still,  Mississippi  State,  senior. 
SS-Alan  Bannister,  Arizona 
State,  sophomore.  OF— Rob  Ellis, 
Michigan  State,  junior.  OF-Dane 
lorg,  BYU,  junior.  OF-Dave 
Elmendorf,  Texas  A&M,  senior. 
C— Pete  Varney,  Harvard,  senior. 
Pitchers,  Burt  Hooten,  Texas, 
(ll-I),  junior.  Steve  Busby, 
Southern  Cal,  (10-1),  senior.  Jack 
Hittson,  Princeton,  (8-0),  senior. 
SECOND  TEAM 
!B— Gary  Hernandez,  California; 
2B— James  Cox,  Iowa;  3B— Terry 
Wedgewood,  Purdue;  SS— Mike 
Schmidt,  Ohio  University; 
OF  — Rod  Boone,  Stanford; 
OF-Frank  Weisse,  LaFayette; 
OF  — James  Tyrone,  Pan, 
American;  C— Larry  Bubla,  St. 
John’s.  Pitchers,  Steve  Rodgers, 
Tulsa,  Rich  Troedson,  Santa 
Clara,  and  Rusty  Gerhardt, 
Clemson. 

THIRD  TEAM 

IB- John  Langerhans,  Texas; 


2B-Dave  Saure,  Maryland; 
3B— Dave  Chalk,  Texas;  SS-Phii 
Honeycutt,  Tulsa;  OF-Bill  Shapr, 
Ohio  State;  OF-Pete  Watseka! 
Cornell;  OF— Bob  Faford,  Nev, 
Mexico;  C-Bob  Sedik,  Southern 
Illinois.  Pitchers,  Ruben  Garcia, 
Texas  Tech;  Craig  Swan,  Arizona 
State. 


Editors  Note! 


The  American  Association  of  College  Baseball  Coaches  recently 
named  BYU’s  baseball  coach  Glen  Tuckett  as  the  District  Seven 
Coach-Of-The-Year.  While  imder  the  able  leadership  of  coach 
Tuckett  the  Cougars  have  won  eight  division  titles,  three 
conference  titles,  two  district  seven  championships,  and  are 
presently  playing  for  the  second  time  in  the  last  four  years  in  the 
College  World  Series  in  Omaha,  Nebraska.  A native  of  Murray, 
Utah,  coach  Tuckett  was  an  all  around  athlete  in  high  school. 
And  following  his  graduation  he  entered  into  the  professional 
baseball  ranks  where  he  played  for  nine  years.  Tuckett,  since 
taking  over  the  coaching  duties  in  1960  has  not  had  a losing 
season  at  BYU. 


Schmuck  finished  second  to 
lorg  in  batting  with  a .427  mark. 
Schmuck’s  .763  slugging 
percentage  established  a new  WAC 
Southern  Division  record  breaking 
the  old  mark  held  by  Rick 
Monday  (now  playing  professional 
baseball  with  the  Oakland 
Athletics). 

Bannister  set  a new  WAC 
Southern  Division  record  for  most 
times  at  bat  .249,  most  triples, 
and  broke  the  NCAA  record  of  94 
hits  during  a season  by  Doug 
Stodgel  of  California  State-Los 
Angeles,  which  he  set  last,  year. 

The  following  is  a complete  list 
of  the  1971  American  Association 


Due  to  the  fact  that  the 
Summer  Universe  comes  out 
twice  each  week  the 
coverage  of  BYU’s 
participation  in  the  College 
World  Series  in  Omaha, 
Nebraska,  will  be  carried  in 
complete  detail  in 
Thursday’s  edition.  The 
Cougars  played  last  night, 
but  due  to  an  early  deadline 
the  results  of  the  game  were 
not  available  at  press  time. 


You  be 
the 
judge 


Jerry  Washburn.  Small  Car  expert, 

(^t  free  Comparison  ■ 
Charts  from  the  Small 
Car  Expert. 

Drive  a Datsun.. 
then  decide. 


510  4- Door  Sedas 

DATSUN 

PRODUCT  OF  NISSAN  ' 

WASHBURN 
MOTORS 

1635  S.  Slate,  Orem  225-3224  1 


ASK  YOUR  ROOMMATES  IF  THEY  WOULDN’T  RATHER 


fned 


COL.  SANDERS  SAYS, 


it’s  finger  lickin’  good”  ^ 


Barrel  *5“ 


21  Pieces  Chicken 
1 Doz.  Rolls 


Bucket 

14  Pieces  Chicken 
1 Pint  Gravy,  5 Rolls 


Big  “9”  Box 

9 Pieces  Chicken  $275 


6 Rolls 


Regular 

3 Pieces  Chicken 


French  Fries,  Roll 


Snack  Box  ^ 

2 Pieces  Chicken  951 

French  Fries,  Roll 


Jumbo  ^1®® 


5 Pieces  Chicken 
French  Fries,  Rolls 


HARMAN'S 


TAKE  HOME  505  No.  Univ.  Ave.  , 


Enjoy 
life  with 


LIFETIME  CONTACT  LENSES, 

from  Standard  Optical 


A LIFETIME  OF  CLEAR  SHARP  VISION  AT  ONE  COST 

For  people  who  enjoy  an  active  zestful 
life,  contact  lenses  offer  new  freedom  and 
comfort.  Contacts  look  better,  and  they 
don’t  interfere  with  most  activities  - includ- 
ing sports.  That's  especially  important  to 
young  people. 

STANDARD  OPTICAL  OFFERS  MORE  THAN  CONTACT  LENSES 

• Skilled  fitting  of  your  contacts. 

• Second  pair  of  contact  lenses.  FREE 

• Lifetime  prescription  changes  if  your 
vision  changes.  FREE 

• Lifetime  loss  replacement  plan. 

• Lifetime  service.  Clear,  sharp  vision, 
year  after  year. 

• Regular  sunglasses.  FREE 

I Contact  lens  kit.  FREE  j 


161  West 
Center  Street 
373-2254 


Daily  Universe 


Page  13 


June 


97 


'I  , 

Siui  I 

All, 

ilV 


^rt£!  Sc  entertainment 

J 


nice  (o  have  you  back  where  you  belong** 
he  **Hello  Dolly**  cast  in  the  most 
song  of  the  production.  “Dolly**  b 


being  produced  by  the  BYU  Summer  Repertory 
Company. 


Photos  by  Wayne  Robinson 

How  do  you  order  pheasant  dinner  for  four  on  95  cents?  These 
suitors  are  faced  with  that  problem. 


First  summer  production 


llo  students,  this  is  Dolly  students 


BRENT  WHITING 

F.nttrtainmtnt  Editor 

with  gusto  that  Dolly 
arranged  matches  for 
she  wished  to  arrange 
wn.  But  Horace 
er  posed  no  easy 
a very  sticky  problem, 
has  risen  on  “Hello 


through  the  Barbra  Streisand 
movie  role. 

Cast  in  the  lead  role  of  Dolly 
Levi  in  the  BYU  production  is 
Janet  Swenson,  a graduate  student 
in  drama  from  Seattle.  Wash.  Will 
Hazlett,  a junior  in  drama  from 
Bell  Gardens,  Calif.,  plays  the  role 
of  the  cantankerous 
half-millionaire  Horace 
Vandergeldcr. 

Strong  supporting  performances 
are  pven  by  Lonnie  Evans,  Kitty 
Carr.  Neldon  Maxfield,  Herbert 
Tucker,  Candy  Wooley  and  Elaine 
Stanton. 

They  are  all  members  of  the 


BYU  Summer  Repertory 
Company,  which  b responsible  for 
the  production.  The  sets  and  the 
casting  of  the  play  are  such  that  it 
can  be  performed  on  even  the 
smallest  junior  high  school 
cafeteria  stage  in  Utah  Valley. 

According  to  Dr.  Hansen,  the 
ideal  cast  number  for  a touring 
company  is  around  16.  But 
"Dolly"  calls  for  a greater 
nunber.  Thb  accounts  for  the 
triple  and  even  quadruple  casting 
of  repertory  members  in  the 
performance. 

“Dolly**  opened  last  week  for 


those  participating  in  the  BYU 
Education  Week.  After  a month 
of  rehearsal  and  four  actual 
performances,  it  opens  tomorrow 
night  for  the  BYU  student  body 
and  faculty. 


LLOYD’S 

TYPEWRITER  CO. 

Utah's  Lowest  Prices 
on  All  Makes 

• RENTAL  $5.00 

• REPAIRS 

Try  it  before  you  buy  it. 
Next  to  Walker  Bank 
324  West  Center  . 374-0725 


Story-telling  to  be  explored 


The  art  of  telling  stories  to 
children  will  be  explored  at  the 
National  Creative  Story-telling 
Clinic  to  be  held  at  BYU  June  19 
through  30. 

Designed  especially  for 
elementary  school  teachers, 
nursery  school  directors,  librarians 
and  mothers,  the  clinic  will 


emphasize  the  creative  aspect  of 
storytelling. 

The  clinic  offers  two  hours  of 
credit  in  Library  Science  480R 
which  can  be  used  toward 
recertification;  Further 
information  may  be  obtained 
from  Special  Courses  and 
Conferences,  242  HRCB. 


JadHwenson  as  Dolly  here 
schjs  to  arrange  a match 
^.|4;wi|the  half-millionaire 
Vandergelder  as  played 

* . bvpil  Hizlelt.  She  had 
.jt.iarrfld  matches  for  others. 

* butjiJd  she  arrange  her  own? 

J 

■uIIwImI  the  first  production  of 
R-.mer  semester  is  now 
(■5  students.  “Dolly**  will 

Ifl6  to  26  in  the  Pardoe 
uaa|rheater  and  tickets  are 
^ 'ailAn  the  Drama  Box  Office 
fth  AC. 

r i’*  is  directed  by  Dr. 
ar6  Hansen  of  the  Speech 
nd  .ma  Department.  This 
rodi  n comes  on  the  heels  of 
is  ||  > successful  “Man  of  La 

flant  last  semester. 

has  enjoyed  long  runs 
n H .way  with  such  greats  as 
IjVaroj  inning  and  Pearl  Bailey 
2|||lay  the  lead  role.  More 
Bmce  I it  has  become  known 


Utah's  gastronomical  emporium 
of  astronomical  delights! 

FLAMING  SHISH-KABOB 
SUCCULENT  SIRLOINS 
HEARTY  SANDWICHES 
SNELGROVE  ICE  CREAM 

PLUS 

MGHTLY  ENTERTAINMENT! 
Don't  miss  jimba’s  for  a 
quick  step  back  to  the 
unforgettable  Roaring 
'20'8! 

Wh«r«  food’s  only  hsN  ttis  hinl 

I#** 

278  W.  Center.  Provo  374-5666 


CAMERAMA 

VIVITAR  LENSES  & FILTERS 


MAMIYA/SEKOR  DTL 


the  first  35mm  S.L.R.  with  two  metering 
systems. 


Uriffr 


US 


w/1.8  lense 
and  case. 
Reg.  $239.95 


OLYMPUS  35  SP 

1.7  lense 


Auto-Exposure 

Rangefinder 

Reg.  $109.95 


^ ' 375-0066 
^P.O.  Box  1216^ 


Earn  Free 
PARKER  ALBUMS 
with 

KODAK  PROCESSING 
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Theatre  Workshop 


Thespian  experience  given] 


The  sixth  annual  Theatre 
Workshop  at  BYU  will  offer  five 
weeks  of  theater  experience  for 
junior  high  and  high  school 
students. 

The  program,  under  the 
direction  of  Dr.  Charles  W. 
Whitman,  assistant  professor  of 
dramatic  arts  at  BYU,  will  include 
experience  in  acting,  voice, 
lighting,  scenery  construction, 
painting  and  design,  make-up  and 
sound. 

Each  participant  will  receive 


both  individual  and  small-gjoup 
attention  throughout  the 
workshop  in  all  phases  of  the 
instructional  program. 


For  the  first  time  in  my  life  1 
gained  the  satisfaction  that 
confidence  brings  when  doing 
something  and  enjoying  it,” 
remarks  a participant  of  last  year’s 
workshop. 


Piano  to  be 


played,  taught 


by  Sehnabel 


“Joint  Ticket/Train-Street  car”  reads  this  impressionistic  Danish 
poster.  It  promotes  the  ten-day  ticket  on  Copenhagen  street  cars 
for  the  Danish  State  Railways.  The  poster  has  become  an  art  form 
in  Denmark  and  a coUection  on  loan  to  BYU  from  the 
Smithsonian  Institute  is  currently  on  display  in  the  B.F.  Larsen 
Gallery  of  the  Fine  Arts  Center. 


Gallery  exhibit  features 
posters  made  in  Denmark 


“Posters  and  Denmark”  is  the 
title  of  the  collection  of  colorful 
Danish  posters  currently  on 
display  in  the  B.F.  Larsen  Gallery 
of  the  Harris  Fine  Arts  Center. 

The  collection,  which  is  on  loan 
to  BYU  from  the  Smithsonian 
Institute,  includes  posters  dating 
from  1904  to  the  present. 


“A  number  of  the  posters  have 
won  prizes  in  international 
competitions,  and  several,  such  as 
Thelander’s  ‘History  of  the  Kings 
of  Denmark,’  are  so  well-known 
that  they  will  be  recognized  by  all 
who  see  them,”  says  Ron  Deane, 
Larsen  Gallery  director. 

The  poster  is  a long-established 
and  important  art  form  in 


Denmark.  They  are  used  to 
publicize  every  theatrical  or 
musical  performance,  every 
product  or  firm,  every  campaign 
or  project. 

Fine  artists  working  in  every 
medium  design  posters  in 
Denmark.  These  artists,  in 
designing  posters,  must  produce 
not  only  a work  of  art,  but  a work 
which  serves  to  sell  the  service  or 
product  and  which  pleases  the 
public. 

Unlike  other  works  of  art,  they 
are  seen  by  every  man  in  the 
street.  The  media  in  which  the 
originals  for  these  posters  were 
executed  include  collage, 
woodcut,  watercolor,  and  silk 
screen,  as  well  as  photography. 


Internationally  distinguished 
pianist  Karl  Ulrich  Schnabel  will 
teach  master  classes  and  present  a 
concert  at  BYU  this  summer. 

The  concert  will  be  performed 
June  28  at  8:15  p.m.  in  the  de 
Jong  Concert  Hall  of  the  Harris 
Fine  Arts  Center.  Master  classes 
win  be  taught  on  June  29,  July  1, 
6,  7,  and  9. 

Son  of  the  late  great  Austrian 
pianist  and  Beethoven  specialist 
Arthur  Schnable,  he  made  his  first 
U.S.  tour  in  1937,  and  since  1955 
has  given  yearly  concerts  on  the 
West  Coast  from  San  Diego  to 
Vancouver,  B.C. 

Since  1966  Schnabel  has 
conducted  a number  of  master 
classes  at  American  Universities 
and  international  courses  at  Lake 
Como,  Italy,  and  England  and 
Brazil. 

Born  in  Berlin,  he  started 
playing  the  piano  at  the  age  of 
five  and  at  age  nine  he  was  taken 
out  of  school  to  be  taught 
privately. 

As  a teacher  he  has  developed 
his  own  method  of  technique  and 
practicing  and  has  written 
“Modern  Pedal  Technique,”  and 
editions  of  compositions  by 
Schubert  and  Weber,  in  1938  he 
joined  the  faculty  of  Dalcroze 
School  of  Music  in  New  York  and 
became  the  head  of  Instrumental 
Departments. 

During  World  War  II,  he 
interrupted  his  musical  career  to 
work  at  a factory  in  Massachusetts 
where,  after  intense  studies,  he 
became  head  of  the  electronics 
laboratory.  His  work  was  so 
outstanding  that  he  was  invited  to 
a conference  between  industry 
and  armed  forces  at  which  some 
of  his  suggestions  were  adopted. 


BYU  Folk  Dancers 


Tour  ends  for  dance  troupe 


Corners,”  and  “Room  for  Onc;^ 
More.” 

Additional  information  on  thisl 
program  may  be  obtained  from  i 
the  BYU  Department  of  Special  I 
Courses  and  Conferences,  242 


HRCB. 


KBYU  station 


“The  whole  program  gave  me 
confidence  for  everything  I do 
and  got  rid  of  my  shyness,”  adds 
another  former  participant.  “I  am 
a naturally  shy  person,  but  when  I 
was  down  there  I seemed  to  open 
up  to  everyone,  probably  because 
they  were  all  great  people.” 


manager  wins 


TV  internship 


“Drama  at  the  Y seems  to  be  a 
prayer  for  better  theatre 
throughout  the  world,”  says 
another.  “Theatre  Workshop  is  a 
place  where  the  serious-minded 
high  school  drama"^tudent  may 
start  his  education  in  becoming  an 
artist.” 


Students  may  participate  in 
their  choice  of  two  sessions  for 
the  workshop,  June  14-July  16,  or 
July  19-August  20. 


A highlight  of  the  program  will 
be  a full-scale  production 
performed  for  a summer  school 
audience  each  session.  “Hello 
Dolly”  will  be  performed  the  first 
session  and  “Death  of  a 
Salesman”  will  be  presented  the 
second. 


The  station  manager  of 
KBYU-TV,  Mark  Hathaway,  has 
been  selected  as  one  of  the  fmt 
participants  in  the  National 
Center  for  public  television  film" 
internship  program  in  San 
Francisco. 

Hathaway  will  spend  the  month 
of  June  at  Station  KQED  in  San 
Francisco  in  a series  of  lectures 
and  seminars  on  TV  programming 
concepts  and  formats.  He  will  also 
work  at  putting  into  practice  new 
broadcasting  and  television 
filming  techniques. 

The  KBYU-TV  manager  is  one 
of  only  sixteen  professionals  that 
have  been  chosen  from  public  TV 
stations  across  the  country  to 
participate  in  the  program. 


Other  plays  under  consideration 
for  production  this  summer 
include  “The  Crucible,”  The 
Thirteen  Clocks”  (a  musical), 
“The  Oresteia,”  “Medea,”  “Dark 
of  the  Moon,”  “David  and  Lisa,” 
“To  Kill  a Mockingbird,”  “The 
Thread  That  Runs  So  True,”  “The 
Remarkable  Incident  at  Carson 


CURLY  CUT 

Never  Needs  Setting 
’A  Price  1st  Visit 


MR.  PAUL’S 


374-5732 


We  Take  Wig  Trade-Ins 


The  American  Folk  Dancers  of 


BYU  recently  returned  home 
following  their  nine  week 
European  tour.  During  their 
travels,  the  30  dancers  and 


musicians  performed  in  Israel, 


Spain,  Greece,  Yugoslavia,  France, 


Denmark,  Finland,  Norway  and 
Belgium. 


They  gave  60  performances  to 
audiences  numbering  over  50,000 
persons.  The  dancers  also 
performed  on  national  television 
in  Spain,  France  and  Norway  and 
received  top  billings  at  the  Izegem 
Folk  Dance  Festival  in  Belgium. 

This  was  the  sixth  tour  of 
Europe  for  the  folk  dance  troupe. 

The  dances  performed  on  tour 


represented  a cross-section  of 
ethnic  American  (Western 
Hemisphere)  dances  and  included 
Western,  Hawaiian,  Mexican,  and 
American  Indian  dances.  All 
music  for  the  dances  was  provided 
by  the  six  band  members  who 
accompanied  the  troupe. 

Highlights  of  the  tour  were 
performances  at  the  Israeli 
independence  day  celebrations  at 
Haifa,  Israel,  participation  in  the 
Izegem  Folk  Dance  Festival, 
Belgium,  a performing  tour  the 
entire  length  of  Yugoslavia,  and 
national  television  appearance  in 
Spain,  Norway  and  France. 

Upon  returning  to  the  United 
States,  the  dancers  were  met  at 
the  Washington,  D.C.  airport  by 
Utah  Congressman  Gunn  McKay 
who  presented  each  member  with 


an  Achievement  Recognition 
Award. 

The  award  was  given  for  their 
representation  in  the  foreign 
countries  of  what  Congressman 
McKay  called,  “The  very  best 
there  is  in  America.”  The 
Congressman  thanked  the 
students  for  the  job  they  had 
done  and  wished  them  each 
success  in  their  future  endeavors. 

Dance  director  Mary  Bee  Jensen 
thanked  the  Congressman  and 
told  him  that  of  the  five  previous 
tours  she  had  accompanied  to 
Europe,  this  had  been  the  most 
successful. 

The  students  of  the  folk  dance 
team  will  now  be  free  for  summer 
work  or  vacation.  Most  plan  to 
return  to  BYU  in  the  fall  to 
continue  their  education. 


FREE 

"how-to”  booklet  on 


PLEXIGLAS 

acrylic  sheet 


Crystal-clear  Plexiglas  acrylic  sheet  makes  an  ideal  table- 
top  cover,  is  exciting  as  a space  divider,  and  especially  hand- 
some when  made  into  one  of  those  smart,  decorator-styled 
see-through  home  accessories. 

In  our  free  booklet  you  can  learn  all  about  Plexiglas  and 
the  things  you  can  do  with  it.  It  shows  many  ideas  for  do-it- 
yourself  projects  to  add  that  decorator  touch  to  your  home 
without  spending  a decorator's  fee. 

Plexiglas  is  so  easy  and  safe  to  work  with,  you'll  want  to 
use  it  all  around  your  home.  Its  breakage  resistance,  for 
example,  makes  it  an  ideal  window  replacement  material. 
Come  in  now  for  all  the  facts  about  Plexiglas.  And  your  . 


free  booklet. 


BENNETT’S 
PAINT  - GLASS 

272  West  Center  - Provo,  Utah 
373-7830 
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Maestro  Abravanel,  conductor  of 
the  Utah  Symphony,  in 
commenting  on  this  tour  of  Latin 
America. 

“It  is  truly  fantastic  that  our 
orchestra  is  invited  to  perform  in 
world  capitals  over  twenty  times 
our  size.  Just  as  the  Utah 
Symphony  reaped  unanimous  rave 
notices  in  Berlin  and  London,  we 
trust  that  our  musicians  will 
repeat  their  achievements 
throughout  Latin  America, “ he 
said. 

THE  LATIN  AMERICAN 

59.  Hones  for  Rent 

BOYS  HOUSE  THREE  BLOCKS  from 
campus.  Washer  and  dryer.  $25.00 
per  month.  374-9803  or  Ext.  2139. 

6-15 


concerts  are  being  arranged  by 
Organizacion  de  Conciertos 
Gerard  of  Buenos  Aires.  Gerald 
Uhlfelder,  Gerard  president, 
reports  that  the  South  and  Central 
Americans  are  looking  forward  to 
the  Utah  Symphony  concerts  with 
great  expectations  and 
enthusiasm. 

“Our  musicians  will  give  to  our 
Latin  American  friends  a portion 
of  what  has  made  this  nation 
strong  and  the  state  of  Utah  such 
a wonderful  place  in  which  to 
live,”  reports  Wendell  J.  Ashton, 
orchestra  president. 

74.  Autoiiobnes  for  Sale 

1969  VW.  New  tires.  One  owner.  Ex- 
cellent condition  $1350.  Phone  375- 
0172  afUr  5:30  p.m.  TFN 


whatever  in  the 
vwirld 
looking 


Following  1966  European  triumph 


avanel,  Utah  Symphony  engaged  in  Latin  tour 


the  plaudits  of  music  capitals  of 
Europe  in  1966  when  the 
orchestra  made  a tour  which 
began  with  five  concerts  in 
Greece,  at  the  invitation  of  the 
• Greek  government.  The  tour 
continued  with  concerts  in 
Yugoslavia,  Austria.  Germany  and 
England. 

"THE  CITIZENS  of  our  state, 
united  in  their  support  of  their 
orchestra,  can  rejoice  about  this 
newest  incredible  honor,”  said 

40.  Emplojrment 


TEACHERS  WANTED 
SOUTHWEST 
TEACHERS'  AGENCY 
1303  Canlral  N.E. 
Albuquarqua.  New  Mexico  87106 
Our  25lh  yeer  serving  Southwest,  en- 
tire West  end  Alaska.  Member  NA.TA. 
Free  Registration. 

6-24 

41.  Heaselwld  6o»ds  Sale 

SEWLSG  MACHLNES  RETURNED  from 
rental,  like  new.  guaranteed  Big 
savtnga.  Quantities  limited.  Wake- 
fleld'a  8-3 

HOOVER  kuNBEAM  vacuuma  re- 

duced  Big  aavinge-  Check  our  low 
price*  WakefVelda  8-3 

53.  Wanted  to  Buy  - Mbc. 


OLD  COINS  WANTED.  High  Caah  Prtcea. 
Call  Chuck.  225-5887.  8-19 

55.  Sleepto9  Rooms 


BOYS:  COOL.  QUIET  sleeping  rooms. 
$2a  Washing  facllltlea.  Phone  374- 
0914.  6-15 

SB.  Apartments  for  Rent 


LA  MANCHA  APARTMENTS 
Summer  vecancies  men.  women,  couples 
$20  end  $30  plus  lights.  New  fully  cer- 
peted.  eir-condition^,  leundry  fecilities 
some  with  firepleces.  Fell  vecencies 
men  end  wornen  only  $40  plus  lights. 
Contect  375-OS5S  - 90  S.  600  E.  «I4 
for  informetion. 

6-24 


CLEAN.  GROUND  FLOOR,  washing  mach- 
ine. Parking,  completely  furnished. 
No  peU  373-6599.  6-22 
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Lake  City  on  May 
with  a concert 
Hall,  Washington, 
on  June  2 


by  a concert  in  Carnegie  Hall  in 
New  York  City. 


FOLLOWING  THE  concerts  in 
New  York  and  Washington,  the 
orchestra  schedule  included 
concerts  in  the  Caribbean  Islands, 
St.  Thomas,  and  St.  Croix 
followed  by  concerts  in 
Venezuela,  Brazil,  Argentina, 
Bolivia,  Peru  and  Columbia. 


Concerts  are  also  scheduled  in 
several  Central  America  countries 
including  Panama,  Costa  Rica  and 
Nicaragua. 


The  Utah  Symphony  received 
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LET  US  GIVE  th«  two  of  >’OU  • Night 
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41.  CapilfMIlt 


Opportunity  for  R.N.'t  to  broaden 
knowledge  in  the  field  of  Nursing  by 
working  in  diversified  program.  Ex- 
cellent opportunity  and  fringe  benefits. 
PAYSON  HOSPITAL 
439  West  Utah  Avenue 
Peyson.  Utah  • 465-2535 


I CANT 


believe 


I >1 


WOOOSIOCK  HAS  B\LLHN 
IN  LOVE  WITH  A WORM ! 

' 'i?- 
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Daily  Universe 


Tuesday,  June  15, 197[ 


HAVE  YOU  READ  A STACK  Of 
BOOKS  LIKE  THIS  LATELY? 


m 


lllMi' 


IF  YOU  WERE  A DYNAMIC  READER  YOU  COUUP 


Mark  Erickson  read  his  stack  of  books  in  4 months. 

After  completing  our  8 week  course  YOUR 
reading  efficiency  will  have  increased  from  3 to  10 
times.  Study  time  will  be  cut  in  half. 


NOW  Evelyn  Wood  is  offering  a special 

SUMMER  DlSCOUm 


on  this  world  famous  reading  program. 

Take  advantage  of  this  opportunity  - - summer 


is  a great  time  to  gain  this  valuable  skill 

SEE  A FREE  OHE 
DEMOHSTRATKIH 


EVELYN  WOOD 
READING  DYNAMICS 


f- 


Today  through  Thursday  5 and  8 p.m. 

June  19lh,  Saturday  10  a.m. 
Monday  through  Wednesday  8 p.m. 


290  North  University 
For  information 
call  373-0414 


I 


